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The following standard symbols are used in 
Statistics Canada publications: 

figures not available 

figures not appropriate or not applicable. 
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p preliminary figures 
r revised figures. 


xconfidential to meet secrecy requirements of the 
Statistics Act. 


Metric Measures 


TW.h (terawatt hour) watt hour x1012 


GW.h (gigawatt hour) =) ie Ext 09 
MW.h (megawatt hour) = EX OS 
kW.h (kilowatt hour) =). ee P5103. 


Signes conventionnels 


Les signes conventionnels suivants sont employes 


uniformément dans les publications de Statistique 
Canada: 


nombres indisponibles. 
n’ayant pas lieu de figurer. 
néant ou zéro. 

nombres infimes. 
nombres provisoires. 
nombres rectifiés. 
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Mesures métriques 
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kW.h (kilowatt heure) =) Bw x 103 
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INTRODUCTION 


This report presents the results of the 35th 
Annual Electric Power Survey of Capability and 
Load. 


The survey is carried out in co-operation with 
the Canadian Electrical Association Area represen- 
tatives of the Association meet annually with 
Statistics Canada to resolve reporting problems and 
to perform a final edit before publication. The assis- 
tance received from the Canadian Electrical 
Association and its members is gratefully 
acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics for the 
annual Electric Power Statistics Vol. Il (catalogue 
57-202) are covered by this report. There is a direct 
comparison and link in that the energy figures are 
common. Any differences are due to revisions. 


Major utility and industrial generation of 
electricity are surveyed directly. These respondents 
have approximately 97% of total generating capabi- 
lity and produce 96% of all electricity in Canada. In 
addition, they account for 100% of imports, exports 
and interprovincial movements. 


For the remaining small producers, the only 
data applicable are "net generating capability 
(estimated at 90% of name-plate capacity, such 
Capacity obtained from another annual survey), peak 
met (estimated at 67% of net generating capability) 
and net generation (actual data from quarterly 
survey). The forecast years are straight-line projec- 
tions except where additional information is provi- 
ded by the Canadian Electrical Association. 


The forecasts provided by the major respon- 
dents are based on the best information available as 
of April 1st. 


INTRODUCTION 


On trouvera dans la présente publication les 
résultats de la 35iéme enquéte annuelle sur la puis- 
sance maximale et sur la charge des réseaux. 


L’enquéte est menée conjointement avec 
l'Association Canadienne de |’Electricité. Les représen- 
tants régionaux de |l’Association rencontrent annuelle- 
ment Statistique Canada, afin de résoudreles problemes 
de déclaration et effectuer une derniére révision avant la 
publication. La collaboration qui nous est fournie par 
l’Association Canadienne de |’Electricité et par ses 
membres est tres appréciée. 


Méthodologie et qualité des données 


Tout les repondants qui fournissent des statistiques 
a la publication statistique de |’énergie électrique Vol. II 
(catalogue 57-202) sont englobe dans cette publication. 
ll y a une comparaison directe et un raccordement en 
ce sens que les chiffres relatifs a l’énergie sont les 
mémes. Toute différence serait due a des revisions. 


Les grandes centrales électriques et les établisse- 
ments industriels produisant de |'électricité sont 
enquétés directement. Ces répondants représentent 
approximativement 97% du total de la puissance 
maximale possible de production et produise 96% de la 
production électrique du Canada. En plus, ils 
représentent 100% des importations, des exportations 
et des mouvements interprovinciaux 


Pour les petits producteurs restant, les seules 
données applicables sont “la puissance maximale 
possible de production nette" (estimé a 90% de la 
puissance de production indiquée sur la plaque signalé- 
tique; cette puissance étant obtenue d’une autre 
enquéte annuelle), |’appel maximal satisfait (estimé a 
67% de la puissance maximale possible de production 
nette) et la production nette (les données venant d’une 
enquéte trimestrielle). Les prévisions pour les années 
futures sont des projections en ligne droite, excepté la 
ou des informations additionnelles sont obtenues par 
|’Association Canadienne de |’Electricité. 


Les prévisions obtenues par les grandes centrales 
sont basées sur la meilleure information disponible au 
lier avril. 


1988 Capability and Load Survey 


Review of Survey Resuits 


Total net generating capability in 1988 
increased 2.0% (1 900 MW) to 96 627 MW 
compared with an increase of 3.5% the previous 
year. 


The forecast years, 1988-1998, indicate an 
increase of 20 272 MW in total net generating 
capability which represents a compound growth of 
1.92% compared with the 1978-1988 rate of 3.12%. 
The rates of growth for the major components are 
as follows: 


Enquéte sur la puissance maximale 
et sur la charge des reseaux pour 
1988 


Revue des résultats de l’enquéte 


En 1988, la puissance maximale possible de 
production nette a augmenté de 2.0% (1 900 MW) pour 
totaliser 96 627 MW, comparativement a une augmenta- 
tion de 3.5% |’année précédente. 


Les prévisions pour les années 1988-1998 
représentent un accroissement de 20 272 MW de la 
puissance maximale possible de production nette, soit 
un taux de croissance compose de 1.92% contre 3.12% 
pour les années 1978-1988. Voici les taux de croissance 
pour les principales composantes: 


Compound growth rate - Taux de croissance composé 


1978-1988 


1988-1998 


per cent - pourcentage 


Hydro 3.2 


Steam - Vapeur 1 
Nuclear - Nucléaire 10. 


Indicated internal firm peak within Canada 
increased 1.6% in 1988. The compound growth is 
forecast at 3.07% for the period 1988- 1998. The 
1988 reserve amounted to 23.3% of the indicated 
within Canada firm peak and is predicted to be 
17.2% in 1998. 


Firm energy available within Canada increased 
6.9% from 423 255 GW.h in 1987 to 452 471 GW.h 
in 1988. The compound growth rate was 3.8% in the 
previous 10-year period. It should be noted that the 
energy data reported are not affected by the peak 
load capability and therefore these data may be 
considered a better measure of the growth of the 
electric power industry. 


Notes 


Canada —- Since the movements of power over a 
province’s borders are measured at the time of the 
province’s peak (see Concepts and Definition), 
receipts and deliveries do not balance. For this 
reason, Canada level data omit both interprovincial 
movements of power and the losses associated with 
these movements. As a consequence, although 
Canada data balance in an arithmetic sense, lines 
13, 14, 15, 21, 22 and 24 are not the sum of 
provincial figures. 


— 


me 
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L'appel maximal garanti indiqué au Canada a aug- 
menté de 1.6% en 1988. On prévoit un taux de crois- 
sance compose de 3.07% pour la période 1988-1998. 
La réserve pour 1988 se chiffrait a 23.3% de |’appel 
maximal garanti indiqué souscrit au Canada et est 
prévus a 17.2% en 1998. 


L’énergie disponible souscrite au Canada a 
augmenté de 423 255 GW.h en 1987 a 452 471 GW.h 
en 1988 soit de 6.9%. Le taux d’accroissement 
composé s’est établi a 3.8% au cours des 10 derniéres 
années. On remarquera que |’appel maximal ne change 
rien aux données déclarées sur |’énergie et, par consé- 
quent, ces données peuvent étre considérées comme 
une image plus fiable de la croissance observée dans 
l'industrie de |’énergie électrique. 


Notes 


Canada — Puisque les mouvements d’énergie hors 
des limites territoriales d’une province est mesure lors 
de l’appel maximal de puissance (voir concepts et 
définitions), les receptions et les livraisons ne balancent 
pas. Pour cette raison, les données au niveau du 
Canada ne comprennent pas les mouvemenis inter- 
provinciaux. Par conséquent, méme si les données au 
niveau du Canada balance au point de vue arithmétique, 
les lignes 13, 14, 15, 21, 22 et 24 ne sont pas la somme 
des données provinciaux. 


Newfoundland - The data shown imply that 
there will be a transmission link between Labrador 
and the Island in place by the later years of the 
forecast period. 


Starting in 1988, Alberta's utilities began 
producing two forecasts based on high and low 
scenarios. This publication shows an average of the 
two. The differences between the averages shown 
and the high and low forecasts made by the 
province’s utilities have been expressed as 
percentages in the table below. Capability forecasts 
are reflected in appendix ’A’. 


Terre-Neuve - Les données publiées impliquent 
qu’il y aura une ligne de transmission entre le Labrador 
et I'lle en place vers la fin de la période de prévision. 


Commengant en 1988, les centrales de |’Alberta ont 
produits deux scénarios de prévisions basés sur les 
hauts et les bas. Cette publication montre une moyenne 
des deux. La difference entre les moyennes présentée 
et les hauts et les bas des prévisions faites par les 
centrales de la province, a été exprimée en pourcentage 
dans le tableau ci-dessous. Les prévisions de la 
puissance maximale possible se retrouvent a 
l'appendice ‘A’. 


+ Or Ou- 
Indicated internal firm peak - Appel maximal interne indiqué 
1989-90 Om 
1990-91 5.5 
1991-92 7.4 
1992-93 8.7 
1993-94 10.3 
1998-99 21.6 
Net firm energy available - Energie garantie disponible 
1989 8 
1990 4.3 
1991 6.6 
1992 8.6 
1993 10.8 
1998 22.4 


Concepts and Definitions 


Prior to 1980, respondents reported capability 
and load data relating to their calendar year peak. 
Since 1980 all respondents have reported for the 
day of the peak for the largest utility in the province. 
In 1987 calendar year peak was replaced by winter 
peak (Nov.-Feb.). 


The change was made in an effort to eliminate 
exaggerated changes in peak which resulted solely 
from the vagaries of weather i.e. very cold in 
November-December as opposed to January- 
February. In addition, as most forecasts are made 
on the assumption of a winter peak, current and 
forecast data will now be collected on the same 
basis. 


All data for energy remain on a calendar year 
basis. 


Concepts et définitions 


Avant 1980, chaque répondant rapportait la puissance 
maximale et la charge des réseaux selon leur propre 
journée d’appe! maximal, et ce a l’intérieur de |’année 
du calendrier. Depuis 1980, cette journée est détermi- 
née par l’appel maximal de la plus imposante centrale 
de la province. En 1987 la puissance maximale d’apres 
l'année du calendrier fat remplacée par la puissance 
maximale de I’hiver (Nov.-Feév.). 


Le changement eu lieu par soucis d’éliminer les 
fluctuations exagérées dans |’appel maximal résultant 
uniquement des fantaisies de la nature c.-a.-d. tres 
froid en novembre et décembre au lieu de janvier et 
février. En plus, comme toutes les prévisions sont faites 
présumant un appel maximal l’hiver, les données 
présentes et futures seront dorénavant sur la méme 
base. 


Toutes les données pour |’énergie, demeurent sur 
la base de |’année du calendrier. 


The days for the winter 1988-1989 were as follows: 


Newfoundland -— Labrador December 21 


-lsland December 30 
Prince Edward Island December 12 
Nova Scotia December 12 
New Brunswick February 17 
Quebec January 4 
Ontario January 4 
Manitoba February 3 
Saskatchewan February 1 
Alberta January 9 
British Columbia February 2 
Yukon February 1 
Northwest Territories January 30 


Other generating capability and firm power 
peak load concepts are unchanged from previous 
reports. Generating capability measures the 
expected power of all available generating facilities 
of the province (or nation) at the time of one hour 
firm peak load for each province. This may differ 
from the generating capacity as measured by the 
name plate rating. 


The variations between generating capability 
and generating capacity may be caused by high 
water in reservoirs resulting in a higher water head 
and greater generation than the name plate 
capacity, the impossibility of placing all pieces of 
equipment on the line at the same time, low water, 
ice, Or some equipment being considered un- 
reliable, thereby resulting in capability below 
capacity. 


The published peak for Canada is non- 
coincident (the arithmetic-sum of the provincial 
peaks regardless of time of occurrence) and must 
be equal to, or greater than the coincident peak 
load. 


Receipts and deliveries of firm power used in 
calculating net capability are the interprovincial and 
international transfers of power under firm contracts, 
or the best estimate of firm obligations possible in 
the absence of contracts. The actual receipts and 
deliveries of firm and non-firm power are taken into 
account in the calculation of the firm power peak 
load for the current year. 


Peak loads are the total demands within a 
province after all interchanges have been taken into 
account to remove any duplication. The peak loads 
include all power consumed by ultimate customers, 
line losses and manufacturing plants own consump- 
tion, but do not include generating station service 
which is deducted before arriving at generating 
Capability. 


Les jours choisis pour l’hiver 1988-1989 sont: 


Terre-Neuve — Labrador 21 décembre 

- lle : 30 décembre 
lle-du-Prince-Edouard 12 décembre 
Nouvelle-Ecosse 12 décembre 


Nouveau-Brunswick 17 février 
Québec 4 janvier 
Ontario 4 janvier 
Manitoba 3 février 
Saskatchewan 1 février 
Alberta 9 janvier 
Colombie-Britannique 2 février 
Yukon 1 février 
Territoires du Nord-Ouest 30 janvier 


Les autres notions de puissance maximale possible 
de production et d’appel maximal de puissance 
souscrite sont les mémes que dans les rapports 
antérieurs. La puissance maximale possible de produc- 
tion indique le maximum de puissance réalisable par les 
centrales électriques dans chaque province (ou dans le 
pays) durant I’heure de l’appel maximal annuel de 
puissance pour chaque province.Elle ne correspond pas 
nécessairement a la puissance installée des centrales. 


Les écarts entre la puissance maximale possible de 
production et la puissance installée peuvent resulter du 
niveau d’eau dans les réservoirs qui, par une hauteur de 
chute plus ou moins élevée, porterait la puissance de 
production au-dessus ou au-dessous de la puissance 
indiquée sur les plaques signalétiques. Aussi, |’impossi- 
bilité d'utiliser tout le materiel simultanément, formation 
de glace, ou piéce douteuse d’équipement, occasion- 
nent une possibilité de production inférieure a la puis- 
sance installée. 


L’'appel maximal de puissance publié au niveau du 
Canada (i.e., la somme arithmétique des pointes 
provinciales sans égard a la journée d’observation) doit 
égaler ou étre supérieur a |’appel maximal. 


Les réceptions et les livraisons de puissance 
souscrite, qui ont servi a établir la puissance maximale 
possible nette, représentent les échanges inter- 
provinciaux et internationaux de puissance faits en vertu 
de contrats formels ou, en l’absence de contrats, la 
meilleure estimation possible des engagements formels. 
On tient compte des réceptions et des livraisons réelles 
de puissance souscrite et de puissance non souscrite 
dans le calcul des appels maximaux de puissance 
souscrite pour |l’année en cours. 


L’appel maximal de puissance dans chaque 
province correspond a la puissance globale fournie 
dans la province, compte tenu des échanges de 
puissance de facon a éviter toute duplication. Il 
comprend la puissance fournie aux abonnés ultimes de 
lentreprise productrice, celle utilisée par les propres 
installations de cette derniére, de méme que les pertes 
de transmission, mais exclut la puissance employée 
pour les besoins internes de la centrale génératrice (qui 
est soustraite avant le calcul de la puissance maximale 
possible de production de la centrale). 


Firm load not met measures the commitments 
that a system could not or would not meet at the 
time of its peak load. 


Losses - External Deliveries represent the 
amount of power and energy required to meet out of 
province commitments. Exports and interprovincial 
deliveries are measured at the border but, in some 
cases, power and energy are used for delivery to 
the border. These are subtracted as they do not 
represent internal use and, therefore, distort 
provincial growth rates. 


The reserve of a province is the reserve after all 
obligations have been taken into account whether or 
not these obligations have been met. It is a measure 
of the industry's ability to satisfy demands of a 
province and meet contingencies. Since not all 
systems are fully interconnected, the reserves of 
power shown cannot always be fully utilized. 
However, with the development of interconnec-tions, 
an increased sharing of capability is possible, 
particularly when provincial peaks occur at different 
times. To this extent the reserves reported in this 
publication may be understated. 


It should be further noted that Firm Load 
Curtailable represents power which the supplying 
utility intends to furnish to customers contracted 
under firm load curtail-able agreements, except 
under the most extra-ordinary conditions. Thus, this 
curtailable power could be considered part of the 
utility’s reserve when such extreme conditions 


apply. 


L’appel maximal souscrit non satisfait mesures 
d’engagement qu’un réseau n’a pu ou n’a pas voulu 
satisfaire au moment de son appel maximal de 
puissance. 


Pertes - Les livraisons hors province représentent 
le montant de puissance et d’énergie requis pour 
satisfaire les engagements hors province. Les exporta- 
tions et les livraisons interprovinciales sont mesurées a 
la frontiére, mais dans certains cas, la puissance et 
énergie sont utilisées pour la livraison a la frontiére. 
Ceux- ci sont soustraits, car ils ne représentent pas 
l'utilisation interne et. par conséquent, déforment le taux 
de croissance provincial 


La reserve d'une province est |’excédent disponible 
de puissance lorsque tous les engagements ont été 
comptabilise, quils arent été satisfaits ou non. Elle 
indique dans quelle mesure les réseaux peuvent faire 
face aux demandes de la province ainsi qu’aux 
imprévus. Comme les réseaux ne sont pas tous 
compléetement interconnectés, les réserves de 
puissance ne peuvent pas toujours étres entiérement 
utilisées. Cependant, avec le développement des 
interconnections, une augmentation du partage de la 
puissance maxi-male est possible, particulierement 
quand |’appel maximale de puissance des provinces 
arrive a des temps différent. Alors, les réserves 
rapportées dans cette publication peuvent étre sous- 
évaluer. 


ll convient en plus de souligner que |’appel maximal 
garanti réductible, représente la puissance que la 
centrale qui approvisionne compte fournir aux clients 
qui possédent un contrat d’entente d’appel maximal 
garanti réductible, excepté sous des conditions extra- 
ordinaires. Alors, ce pouvoir réductible pourrait étre 
considéré comme faisant partie de la réserve de la 
centrale, guand ces conditions extréme s’appliquent. 
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TABLE 1. Capability. Peak Load and Energy Requirements - Canada 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-911 139-92 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 41,856 56,953 57,005 57,485 SERENE T 58.126 59,465 
2 Steam 22,310 23,430 23,989 24,710 PAN TYAS! 26,111 26,656 
3 Nuclear 4,504 8,596 132s 11,889 Laer 13,260 14,158 
4 Internal combustion 440 489 466 476 502 503 514 
5 Combustion turbine 1,974 1.893 1,938 2,067 2,033 2,215 2,265 
6 Total 71,084 91,461 94,727 96,627 98,614 100,215 103,058 
Contracts for receipts of firm power: 
7 United States 26 402 402 752 453 451 452 
Other provinces BAD nase eG med aNehs sete net 
9 Tota! receipts 26 402 402 752 451 451 452 
Contracts for deliveries of firm power: 
10 United States 396 1,026 844 872 852 S27 807 
11 Other provinces See Aue ete meni ate es AA 
12 Total deliveries 396 1.026 844 872 852 927 807 
13 TOTAL NET CAPABILITY(6+9-12) 70,714 90,837 94,285 96,507 - 98,213 $9)5.739 102,703 
14 Contractual losses - interprovincial deliveries eG nae mnie ve ete es anhes 
15 i mM, - exports 3 33 33 31 30 35 33 
16 INDICATED INTERNAL CAPABILITY(13-14-15) 70,711 90,804 94,252 $6,476 98,183 99,704 102,670 
PEAK LOAD 
17 Net power generation 75,904 79,881 81,414 
18 Receipts from the United States 304 119 448 
19 Receipts from other provinces 55769 5,990 4,528 
20 Deliveries to the United States CNUSe igh 6 2,030 
21 Deliveries to other provinces 6,459 5,982 5,349 
22 Peak met 54,106 72,786 TB sl2 79,011 
23. Non firm load 76 SAG) 1,052 1,470 
24 Firm peak met(22-23) 54,106 70,416 77,060 77,541 
25 Firm load not met 731 
26 Indicated firm peak(24+25) 54,106 70,416 77,060 78,272 
27 Losses - interprovincial deliveries Psat meek seis wed 
28 ie - exports 137 107 63 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 54,106 70,279 76,953 78,209 81,251 83,291 85,327 
30 RESERVE (16 - 29) 16,605 20,525 Nii 18,267 16,953 16,389 Wale 
31 Firm load curtailable 1,978 2,006 2,003 1,901 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 233,976 308 ,569 314,060 304,511 
33 Steam 69,672 i tan O Se (ihe) 103,836 
34 Nuclear 29.436 67,232 - 72,883 78,176 
35 Internal combustion 798 880 840 863 
36 Combustion turbine 1,683 2,743 3,150 3,267 
37 Total 335,565 457,174 483,643 490,653 
Receipts of energy: 
38 United States 2,099 4,957 3,471 6,212 422 487 486 
39 Other provinces 53,659 50,468 48,464 41,562 yas Pay SEVERE Ie 36,507 
40 Total receipts 55,838 55.425 ERE) 47,774 4,184 4,384 4,293 
Deliveries of energy: 
41 Firm: United States 3,938 9,854 8.793 8,330 ts IG 10,886 13,357 
42 Other provinces 41,987 33,842 23,501 34,153 29,761 35,986 36,507 
43 Non firm: United States 17,821 29,080 38,632 25,726 
44 Other provinces 11,671 16,624 14,963 7,408 
45 Total deliveries 75,417 89.400 95,889 UI We 
46 TOTAL AVAILABLE(37 + 40 - 45) 315.986 423,199 439,689 462,810 
47 Internal non-firm deliveries 4,071 14,880 14,329 9,096 
48 Losses - interprovincial deliveries Rr aos sate pach 
49 - exports 549 1,952 2,105 1,243 


50 NET FIRM ENERGY AVAILABLE 311,366 406,367 423,255 452,471 466,372 480,617 493,008 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Canada 


Forecast - Prévisions 


Percentage change - Compounded 


Pourcentage de variation - Composé 


Winter - Hiver 
1978 1988-89 1988-89 
1992-93 1993-34 1998-99 
1988-89 1993-94 1998-99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
61,143 S232 68,340 Hydro 1 
26,875 27,445 28,980 Vapeur 2 
15,554 15,554 15,554 Nucléaire 3 
517 514 527. Combustion interne 4 
2,414 2,886 3,498 Turbine & combustion 5 
106,503 107,181 116,899 SZ 2.09 Wat} Total 6 
Contrats de réceptions de puissance garantie: 
402 102 303 Etats-Unis 7 
at rats Ses Autres provinces 8 
402 102 303 Réceptions totales g 
Contrats de livraisons de puissance garantie: 
1,260 1,761 2,842 Etats-Unis 10 
aes erage Boe Autres provinces 1 
1,260 1,761 2,842 Livraisons totales 12 
105,645 105,522 114,360 3.15 tows 1.70 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
tes ees ones Pertes contractuelles - livraisons inter prov. 14 
71 121 199 ‘a 4 > exportations. 15 
105,574 105,401 114,161 3.15 1.78 1.69 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis : 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
: ‘= exportations j 28 
87,411 88,985 97,013 Khoi’ 2.60 2AM APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
18,079 16,299 16,600 RESERVE (16 - 29) 30 
1,995 2,349 2,845 Appel maximal garanti réductible 31 
1978 1988 1988 
1392 1993 1998 
1988 1993 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d’ énergie: 
476 392 27) Etats-Unis 38 
36,328 35,818 35,835 Autres provinces 39 
4,204 3,310 3,906 Réceptions totales 40 
Livraisons d‘’énergie: 
14,360 16,428 25,665 Garantie: Etats-Unis 4] 
36,328 35,818 Shale ehChs) Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
4 - exportations 49 
504,996 520.429 571,851 3.81 2.83 2.36 ENERGIE GARANTIE OISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Island) 


No. 


Mnf wn — 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses - interprovincial deliveries 
* ud - exports 
INDICATED INTERNAL CAPABILITY(13-14-15) 


PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met(22-23) 

Firm load not met 

Indicated firm peak(24+25) 

Losses - interprovincial deliveries 
4 - exports 

INDICATED INTERNAL FIRM PEAK( 26-27-28) 


RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 

Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 
Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 = 45) 
Internal non-firm deliveries 

Losses - interprovincial deliveries 


- exports 


NET FIRM ENERGY AVAILABLE 


Actual - Réel 
Winter - Hiver 
1978 1986 1987-88 1988-89 
MW 
Vike 1,138 1,141 
465 470 493 
52 53 47 
158 158 158 
1,810 1,819 1,839 
1,810 1,819 17 BS9e 
1,810 one 1,839 
1,287 1,308 1,454 
1287 1,308 1,454 
1,287 1,308 1,454 
e287 1,308 1,454 
1,:287 1,308 1,454 
523 511 385 
1978 1986 1987 1988 
GW.h 
5,427 4,453 5.792 
PR ZAtEYe 2,266 1,420 
54 78 74 
52 4 
6,758 6,849 7,290 
6,758 6,849 7,290 
6,758 6,849 7,290 


1989-90 


1,871 


1,871 


1,428 
443 


1989 


7,695 


Forecast - Prévisions 


1990-31 


1,149 
Sulitd 


47 
158 
1,871 


1,871 


1,871 


1,470 
401 


1990 


73705 


SIS Sve 


1,149 
526 


47 
158 
1,880 


1,880 


1,880 


1,546 
334 


1931 


8,038 
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TABLEAU 1. Puissance maximale possible, appe! maximal et besoins d’énergie - Terre-Neuve (fle) 


Percentage change - Compounded 
Forecast - Previsions 
Pourcentage de variation - Compose 


Winter - Hiver 
1978 1988-83 1988-89 
isve=3s 1993-94 1998-99 
1988-89 1993-94 1998-99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
1,149 1,180 ee) Hydro 1 
526 526 526 Vapeur 2 
Nucléaire 3 
47 47 47 Combustion interne 4 
158 208 208 Turbine & combustion 5 
1,880 1,961 998 1.29 0.79 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
845 Autres provinces 8 
845 Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 1 
Livraisons totales 12 
1,880 1,961 2,836 123 4.43 TOTAL DE LA PUISSANCE MAXIMALE i 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
e > = exportations, 15 
1,880 1,961 2,836 4.) 4.43 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province PA 
“= exportations ; 28 
1,600 1,642 1,842 2.46 Zod APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
280 313 3394 ; RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 19398 
1988 1993 1998 
GW.h ENERGIE 
Production nette: 
Hydro SZ 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d'énergie: 
Etats-Unis 38 
3,003 Autres provinces 39 
3,003 Receptions totales 40 
Livraisons d’éenergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
+ - exportations 49 


8,269 8,455 9,205 3.00 Zao ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Labrador ) 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-91 1991-92 
No. 
Mw 
CAPABILITY 
Net generating capability: 
1 Hydro 5,403 5,445 5.445 5,445 5,445 5,445 
2 Steam 7 7 7 i 7 
3. Nuclear 
4 Internal combustion 24 27 26 26 26 26 
5 Combustion turbine 
6 Total 5,427 5,479 5,478 5.478 5,478 5.478 
Contracts for receipts of firm power: 
7 United States 
8 Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 4,256 4,256 4,256 4,256 4,256 4,246 
12 Total deliveries 4,256 4,256 4,256 4,256 4,256 4,246 
13. TOTAL NET CAPABILITY(6+9-12) WoallZeu Une) 1,222 - 44/4 tices eve 
14 Contractual losses - interprovincial deliveries 69 69 145 fiat fez VA 
15 # if - exports 
INDICATED INTERNAL CAPABILITY(13-14-15) 1,102 1,154 1,077 1,101 1,101 1 
PEAK LOAD 
17 Net power generation 5,069 5,734 5,598 
18 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 4,657 5,309 5,091 
22 Peak met 412 425 507 
23. Non firm load 
24 Firm peak met(22-23) 412 425 507 
25 Firm load not met 
26 Indicated firm peak(24+25) 412 425 507 
27 Losses - interprovincial deliveries 69 59 145 
28 ys - exports 
23 INDICATED INTERNAL FIRM PEAK( 26-27-28) 343 366 362 377 377 389 
30 RESERVE (16 - 23) 753 788 715 724 724 722 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1981 
ENERGY GW.h 
Net generation 
32 Hydro Son e8 Bish elogs REACHES) 
33 Steam 23 
34 Nuclear 
35 Internal combustion 34 24 26 
36 Combustion turbine 
37 Total ce a TAsy2 33,404 EAE LE) 
Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 30,696 30,392 30,727 26,000 32,100 32,700 
43 Non firm: United States 
44 Other provinces 
45 Total deliveries 30,696 KO) EC. 30,727 
46 TOTAL AVAILABLE(37 + 40 - 45) 3,066 3,012 Smicoe 
47 Internal non-firm deliveries 
48 Losses - interprovincial deliveries 610 580 5a5 


49 oi - exports 


50 NET FIRM ENERGY AVAILABLE 2,456 2,432 2,637 2,689 2.699 2,706 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Terre-Neuve (Labrador) 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
1292-393 1993-94 1998-99 - 
1388-89 ISse=s4 188-35 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
5.445 5,445 6.365 Hydro 1 
7 7 t Vapeur 2 
Nuc|léaire 3 
26 26 26 Combustion interne 4 
25 25 25 Turbine a combustion 5 
5,503 5,503 6,423 0.08 1.60 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7? 
Autres provinces 8 
Réceptions totales g 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
4,242 4,240 5,145 Autres provinces i 
4,242 4,240 5,145 Livraisons totales 12 
1,261 1,263 1,278 0.65 0.44 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
121 74 195 Pertes contractuelles - livraisons inter prov. 14 
ts i > exportations. 15 
1,140 i 14Z 1,083 Tei? 0.05 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13~-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces Za 
L'appel maximal satisfait Hip 
Charge non garantie Zs 
Appe! maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province (elf 
“= exportations i 28 
392 395 411i 1.76 1.27 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 74) 
748 747 672 ; RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 = ie Ree 
1988 1993 1998 
GW.h ENERGIE 
Production nette: 
Hydro ile 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine &@ combustion 36 
Total 37 
Receptions d’ énergie: 
Etats-Unis 38 
Autres provinces 33 
Réceptions totdles 40 
Livraisons d’ énergie: 
Garantie: Etats-Unis 4) 
32.600 32,900 35,203 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 =- 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
a - exportations 49 


251.28 2,751 2,864 0.85 0.83 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Total) 


EEE 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-390 1990-91 1991-92 
No. 
a et no ga a a 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 6,502 6,538 6,583 6,586 6,594 6,594 6,594 
2 Steam 323 465 477 500 524 524 533 
3. Nuclear 
4 Internal combustion 20 76 80 73 73 is 73 
5 Combustion turbine 158 158 158 158 158 158 158 
6 Total 7,003 7,237 7,298 gesilit/ 7,349 7,349 7,358 
Contracts for receipts of firm power: 
7 United States 
8 Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 4,295 4,256 4,256 4,256 4,256 4,256 4,246 
12 Total deliveries 4,295 4,256 4,256 4,256 4.256 4,256 4,246 
13. TOTAL NET CAPABILITY (6+9-12) 2,708 2,981 3.042 3,061_ 3,093 3,093 Seika 
14 Contractual losses - interprovincial deliveries 70 69 639 145 121 121 121 
15 i 4 - exports 
INDICATED INTERNAL CAPABILITY(13-14-15) 2,638 Zeoihe TRENT EE) 25916 oie Zain 2,99 
PEAK LOAD 
17 Net power generation 6,356 7,042 7,052 
18 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 4,657 5,309 5,091 
22 Peak met 1,462 1,699 i738 1,961 
23 Non firm load 
24 Firm peak met(22-23) 1,462 1699 Tages 1,961 
25 Firm load not met 
26 Indicated firm peak(24+25) 1,462 1,699 1,733 1,961 
27 Losses - interprovincial deliveries 70 69 59 145 
28 ~ - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) hese 1,630 1,674 1,816 1,805 1,847 1,935 
30 RESERVE (16 - 29) ¥,246 1,282 eos 1,100 1,167 Tue5 1,056 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 44,045 S95) 155 37,810 SRT 745) 
23 Steam 856 i 2H. 2,289 1,420 
34 Nuclear 
35 Internal combustion 1 88 102 100 
36 Combustion turbine 3 52 4 
37 =Total 44,905 40,520 40,253 41,249 
Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 37,003 30,696 30,392 SOE Men 26.000 32,100 32,700 
43 Non firm: United States 
44 Other provinces 22 
45 Total deliveries 30025 30,696 30,392 SORweU 
46 TOTAL AVAILABLE(37 + 40 - 45) 7,880 9,824 3,861 10,522 
47 Internal non-firm deliveries 85 
48 Losses ~ interprovincial deliveries (lve 610 580 595 


exports 


50 NET FIRM ENERGY AVAILABLE 7,083 9,214 $,281 CBE“ 10,384 10,404 10,744 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Terre-Neuve (Tota!) 


Percentage change - Compounded 
Forecast - Prévisions 


Pourcentage de variation - Composé 


Winter - Hiver 
1978 1988-89 1988-89 
leg2—93 1993-94 1998-99 
1988-89 1993-94 1998=99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
6.594 6.625 Tegra Hydro 1 
533 533 533 Vapeur Z 
Nucléaire 33 
73 73 73 Combustion interne 4 
183 233 233 Turbine 4 combustion 5 
7,383 7,464 8,414 0.43 0.40 1.40 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces A 8 
Receptions totales a 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
4,242 4,240 4,300 Autres provinces j 
4,242 4,240 4,300 Livraisons totales 12 
San 3,224 4,114 Te23 1.04 3.00 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 93 - 12) 
121 121 195 Pertes contractuelles - livraisons inter prov. 14 
s is > exportations. 15 
3,020 3,103 3,919 1.00 eras yee | PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Receptions des autres provinces 1g 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 2 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appe! maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
"= exportations : 28 
ibe kd 2,037 Zecoe 2.63 Zen ron Se APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
1,028 1,066 1,666 RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 ss 
1988 1933 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d'énergie: 
Garantie: Etats-Unis 41 
32,600 32,900 32,200 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
ve - exportations 4g 


10,997 11,206 12,069 3.43 2.44 eS? ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Prince Edward Island 


nnn rr renner 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-91 1991-92 
No. 
Oe ee ee ee a 
MW 
CAPABILITY 
Net generating capability: 
1- Hydro 
2 Steam 67 65 65 65 65 65 65 
3. Nuclear 
4 Internal combustion 6 11 1 11 11 11 1 
5 Combustion turbine 39 39 39 39 39 39 39 
6 Total 112 115 115 115 115 115 115 
Contracts for receipts of firm power: 
7 United States 
8 Other provinces 20 20 fds) 35 40 45 
9 Total receipts 20 20 (8) 35 40 45 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 
13. TOTAL NET CAPABILITY (6+9-12) 112 135 135 140_ 150 155 160 
Contractual losses - interprovincial deliveries 
15 4 ‘ - exports 
INDICATED INTERNAL CAPABILITY( 13-14-15) 112 135 135 140 150 155 160 
PEAK LOAD 
17 Net power generation 109 36 84 
18 Receipts from the United States 
19 Receipts from other provinces 83 43 
20 Deliveries to the United States 
21 Deliveries to other provinces . 
22 Peak met 98 109 119 127 
23. Non firm load 14 14 14 
24 Firm peak met(22-23) 98 95 105 113 
25 Firm load not met 
26 Indicated firm peak(24+25) 98 95 105 113 
27 Losses - interprovincial deliveries 
28 - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) : 98 95 105 113 ARS 116 118 
30 RESERVE (16 - 29) eas 40 30 27 35 39 42 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro ; 
33. Steam 202 10 50 78 
34 Nuclear 
35 Internal combustion 2 
36 Combustion turbine 8 2 6 7 
37 Total 210 We 58 85 
Receipts of energy: 
38 United States 
39 Other provinces 269 595 591 606 490 512 532 
40 Total receipts 269 595 591 606 490 51:2 S372 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 
43 Non firm: United States 
44 Other provinces 
45 Total deliveries 
46 TOTAL AVAILABLE(37 + 40 = 45) 479 607 649 691 


47 Internal non-firm deliveries 
48 Losses - interprovincial deliveries 
49 - exports 


50 NET FIRM ENERGY AVAILABLE 479 607 649 691 725 747 767 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie ~ fle-du-Prince-Edouard 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation ~- Composé 
Winter - Hiver 


1978 1988-89 1988-89 
1392=33 1993-94 1998-99 
1988-89 TS33-94 1998-99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
Hydro i 
65 65 65 Vapeur 2 
Nucléaire 3 
V1 {1 11 Combustion interne 4 
39 39 39 Turbine @ combustion 5 
115 115 115 0.26 0.00 0.00 Total 6 
Contrats de receptions de puissance garantie: 
Etats-Unis ts 
50 50 60 Autres provinces 8 
50 50 60 Réceptions totales g 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces ] 
Livraisons totales 12 
165 165 175 2.26 Secs 2.26 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 3 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
5 = exportations. Ns 
165 165 175 2.26 3.33 2.26 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Receptions des autres provinces 193 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 2 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
‘i - exportations 28 
120 122 132 1.43 ole} 1257 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
45 43 43 RESERVE (16 - 23) 30 
Appel! maximal garanti réductible 31 
1978 1988 1988 
19392 1993 1998 ae Bees 
1988 (EER) 19398 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur eg 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’ énergie: 
Etats-Unis 38 
547 561 625 Autres provinces 39 
547 561 625 Réceptions totales 40 
Livraisons d‘ énergie: 
Garantie: Etats-Unis 4] 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
- exportations 49 


782 796 860 3.73 2.85 apa) ENERGIE GARANTIE DISPONIBLE 50 


22 


TABLE 1. Capability, Peak Load and Energy Requirements - Nova Scotia 


Actual - Réel Forecast - Prévisions 


Winter ~ Hiver 


13978 1986 1987-88 1988-89 1989-30 1990-91 1991-92 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 356 401 400 387 387 387 387 
2 Steam 1,100 VAASU 1,414 1,430 1,430 1,430 1,580 
3 Nuclear 
4 Internal combustion 
5 Combustion turbine 205 205 205 222 222 222 222 
6 Total 1,661 1,893 2,019 2,039 2,039 2,039 2,183 
Contracts for receipts of firm power: 
7 United States 
Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11. Other provinces 150 
12 Total deliveries 150 
13. TOTAL NET CAPABILITY(6+9-12) 1,511 1-833 2,019 2,039- 2,039 2,039 2,189 
14 Contractual losses - interprovincial deliveries 
15 - ss - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 1,511 1,833 ZeONS 2,039 2,039 2,039 Par iit | 
PEAK LOAD 
17 Net power generation 1,469 VB 1,654 
18 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 229 i] 
22 Peak met 1,168 1,469 1,642 1,653 
23 Non firm load 37 99 93 
24 Firm peak met(22-23) 1,168 fore 1,543 1,560 
25 Firm load not met 
26 Indicated firm peak(24+25) 1,168 eee 1,543 1,560 
27 Losses - interprovincial deliveries 
28 “ - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 1,168 Ware 1,543 1,560 1,621 We cAAae) 1,773 
30 RESERVE (16 - 29) 343 521 476 479 418 313 416 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 772 1,040 787 Paled 
33 Steam 5,348 6,369 6,954 Uso 
34 Nuclear 
35 Internal combustion 
36 Combustion turbine 12 | 10 27 
37 Total G.132 7,410 C054 8,890 
Receipts of energy: 
38 United States 
39 Other provinces 264 611 659 186 
40 Total receipts 264 611 659 186 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 
43 Non firm: United States 
44 Other provinces 40 71 82 166 
45 Total deliveries 40 71 82 166 
46 TOTAL AVAILABLE(37 + 40 - 45) 6,356 7,950 8.328 8,910 
47 Internal non-firm deliveries 
48 Losses - interprovincial deliveries a 


49 - exports 


50 NET.FIRM ENERGY AVAILABLE 6,356 7,950 8.328 8,907 9,280 10,026 10,376 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d‘énergie - Nouvelle-Ecosse 


Percentage change - Compounded 
Forecast - Previsions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
REVS 1993-94 1998-99 
1988-89 1993-94 (GEESE) No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
387 387 387 Hydro 1 
1.580 1,730 2,030 Vapeur 2 
Nucléaire 3 
Combustion interne 4 
222 222 222 Turbine & combustion 5 
2,189 Zag 2,639 2.07 2.78 Zao Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
x Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces VW 
Livraisons totales KZ 
2,189 Zea 25.639 3.04 2.78 2.61 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
“ io - exportations. 15 
2eN83 Zyas8 2,639 3.04 2.78 2.61 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette LY 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d‘autres provinces 7a 
L'appel maximal satisfait : 22 
Charge non garantie 23 
Appe!l maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel! maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
"= exportations ; 28 
1,826 1,880 2,168 Zags 3.80 3.34 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
363 459 471 RESERVE (16 - 29) 30 
Appe! maximal garanti réductible 31 
1978 1988 1988 
1952 1993 1938 
1988 EEK} 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur Ss 
Nuclé@aire 34 
Combustion interne 5 
Turbine & combustion 36 
Total i 
Réceptions d’ énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d' énergie: 
Garantie: Etats-Unis 4] 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
- exportations 49 


10,663 10,938 11,181 3.43 4.19 2.30 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - New Brunswick 


i 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-91 eos 
No 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 698 824 926 924 939 939 939 
2 Steam 1,605 Varia 1,447 1,644 hs (TAS holies) atl ies) 
3 Nuclear 635 633 635 635 635 635 
4 Internal combustion 5 4 4 4 28 28 28 
5 Combustion turbine AT 23 18 23 23 7a} 23 
6 Total BASES 3,233 3,028 2s /an{0) 3,404 3,404 3,404 
Contracts for receipts of firm power: 
7 United States iz 2 2 1 1 2 
8 Other provinces > 150 100 125 250 
9 Total receipts 15 2 de 102 151 126 252 
Contracts for deliveries of firm power: 
10 United States 327 304 301 307 307 307 187 
11 Other provinces 20 20 25 35 40 45 
12 Total deliveries S27 324 321 332 342 347 232 
13. TOTAL NET CAPABILITY(6+38-12) yaree-y | Ze ON 2.709 3,000 - Sh 574ie) Sees 3,424 
Contractual losses - interprovincial deliveries 
15 i 4 - exports 3 3 3 2 
16 INDICATED INTERNAL CAPABILITY(13~-14-15) Zoo 2,908 2,706 2,998 aang 3,183 3,424 
PEAK LOAD 
17 Net power generation Pape (eee) 2,803 
18 Receipts from the United States 67 ye 
19 Receipts from other provinces 189 246 220 
20 Deliveries to the United States 601 318 609 
21 Deliveries to other provinces Ske 44 
22 Peak met 1,439 Ap APA’ 2,409 fore) (A) 
23 Non firm load 32 42 40 
24 Firm peak met(22-23) 1,439 2,082 2,367 2300 
25 Firm load not met 
26 Indicated firm peak(24+25) 1,439 2,082 2,367 2,330 
27 Losses - interprovincial deliveries 
28 - - exports 19 10 
29 INDICATED INTERNAL FIRM PEAK(26-27~-28) 1,439 2,063 Zeer: 2,330 Tope} 2,640 TED (AS 
30 RESERVE (16 - 29) 716 845 349 668 658 543 638 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation : 
32 Hydro 2,059 3,184 2,246 2,615 
33. Steam Praia 3,809 Berg Meanie 
34 Nuclear yall 5,107 5,342 
35 Internal combustion 12 
36 Combustion turbine 1 7 3 
37 Total 7,825 12,220 12,634 15,932 
Receipts of energy: 
38 United States 47 424 266 216 3 4 5 
39 Other provinces 3,663 Uo kek) 6,598 Sinz 3,265 3,368 3,269 
40 Total receipts 3,710 ASW 6,864 3,348 3,268 Siac 3,274 
Deliveries of energy: 
41 Firm: United States Desens) Da ie 2,318 A MEls 2,381 RscheVih Pag AYES) 
42 Other provinces 89 108 155 490 Siz Saiz 
43 Non firm: United States 502 4,585 35822 Znogo 
44 Other provinces 533 aes 1211 1,209 
45 Total deliveries 3,248 8,221 7,459 6,581 
46 TOTAL AVAILABLE(37 + 40 - 45) 8,287 11,556 12,039 12,699 
47 Internal non-firm deliveries 31 340 400 372 
48 Losses - interprovincial deliveries 12 45 49 36 
49 - exports 100 259 227 113 


50 NET FIRM ENERGY AVAILABLE 8,144 10,912 11,363 12,178 12,488 12,891 13,271 
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TABLEAU 1. Puissance maximale possible, appe! maximal et besoins d‘énergie - Nouveau-Brunswick 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
HSE SSS) 1993-94 1898-99 
1988-89 1993-94 1998-99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
339 939 939 Hydro 1 
Wag) eneed 2,429 Vapeur 2 
635 635 635 Nucléaire 3 
28 28 28 Combustion interne 4 
23 23 cs Turbine & combustion 5 
3,404 3,854 4,054 3.30 3e59 2.30 Total 6 
Contrats de réceptions de puissance garantie: 
2 2 3 Etats-Unis 7 
350 350 Autres provinces 8 
352 352 3 Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
187 187 67 Etats-Unis 10 
50 55 20 Autres provinces tet 
Zar 242 87 Livraisons totales 12 
Seong 3,964 3,970 ayaa io Sard 2.84 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
i i: > exportations. 15 
37573 3,964 3,970 3.36 Bara 2.85 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Receptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 7) 
L'appel maximal satisfait ee 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 2 
"= exportations ; 28 
2.812 2,891 3,284 4.94 4.40 3.49 APPEL MAXIMAL INTERNE INOIQUE (26-27-28) 29 
707 1,073 686 j RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1892 1393 1998 pe, 
1988 1393 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d’énergie: 
5 6 8 Etats-Unis 38 
Sin 75 Zeoot Autres provinces 39 
3,180 2,350 8 Réceptions totales 40 
Livraisons d’ énergie: 
ee) mee 477 Garantie: Etats-Unis 41 
547 561 625 Autres provinces 42 
. Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
"= exportations 49 


13,666 14,052 15,971 4.10 74.31-¥] 2.74 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Quebec 


ooo 


Netuialii=“Reelie-ds sures 8.) eee eee Forecast - Prévisions 
Winter - Hiver 
1978 1986 1987-88 1988-89 uges=30 1990-911 1991-92 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 14,956 25,502 25459 26,368 26,653 26,586 27,263 
2 Steam 667 654 664 625 625 625 625 
3 Nuclear 685 685 670 670 670 687 
4 Internal combustion 92 61 61 49 63 63 74 
5 Combustion turbine 164 340 340 400 420 462 462 
6 Total 15,879 27,242 27,209 28,112 28,431 28,406 29), 41 
Contracts for receipts of firm power: 
7 United States 14 300 
8 Other provinces 4,743 4,383 4,383 BRZ50 4,262 4,262 4,230 
9 Total receipts PURI SHT 4,383 4,383 Sie}-]0) 4,262 4,262 4,230 
Contracts for deliveries of firm power: 
10 United States 14 150 150 150 150 225 225 
11 Other provinces 58 1,306 106 156 156 176 296 
12 Total deliveries 72 1,456 256 306 306 401 521 
13. TOTAL NET CAPABILITY (6+9~-12) 20,564 30,169 31,336 33,3569" 32,387 S215 2b 32,820 
14 Contractual losses - interprovincial deliveries 95 7 g 10 11 21 
15 i i - exports 10 10 3 10 15 13 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 20,564 30,064 Sipsie 33,338 32,367 32,241 32,786 
PEAK LOAD 
17 Net power generation 24,168 23,963 24,381 
18 Receipts from the United States 298 
19 Receipts from other provinces 4,749 Seles 35790 
20 Deliveries to the United States 254 217 265 
21 Deliveries to other provinces 1,389 16 
22 Peak met 18,984 27,274 28,875 28,188 
23 Non firm load facsilats) 780 1,175 
24 Firm peak met(22-23) 18,984 Zong 28,095 27,013 
25 Firm load not met 731 
26 Indicated firm peak(24+25) 18,984 Posy sl ahs} 28,095 27,744 
27 Losses - interprovincial deliveries 32 
28 ‘ - exports bey 13 26 
29 INDICATED INTERNAL FIRM PEAK(26-27-28) 18,984 25,049 28,082 27,718 29,560 30,077 30,688 
30 RESERVE (16 - 29) 1,580 5,015 Saeco 5,620 2,807 2,164 2,088 
31 Firm load curtailable 1,196 1,180 1,158 1,056 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 85,440 144,961 152,686 144,106 
33 Steam 138 VAS 15 SIZ 
34 Nuclear She Yisly 4,660 5,282 
35 Internal combustion 308 201 205 221 
36 Combustion turbine 14 -4 -4 1 
37 Total 85,897 148,925 157,562 149,762 
Receipts of energy: 
38 United States 21 35 86 
39 Other provinces 37,481 30,726 30,482 31,358 26,000 32,100 32,700 
40 Total receipts 37, a02 30,761 30.482 31,444 
Deliveries of energy: 
41 Firm: United States 680 4,125 5.203 4,921 7,200 6,700 9,500 
42 Other provinces 3,265 Ma e\as) 2.746 3,020 3,265 3,368 3,269 
43, Non firm: United States 738 8,549 Nabe hesz¢ 6,942 
44 Other provinces 8,939 11,464 9,741 Me sHohe| 
45 Total deliveries 13,622 27,061 28,887 i enlveat 
46 TOTAL AVAILABLE(37 + 40 = 45) 109,777 152,625 PSS oi 164,085 
47 Internal non-firm deliveries 3,900 14,489 13,741 hear AyAe| 
48 Losses - interprovincial deliveries 767 679 300 
49 + - exports 868 903 630 


50 NET FIRM ENERGY AVAILABLE 105,877 136,501 143,834 154,432 162,764 165,564 171,864 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Québec 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
noe 2=9'3 1993-94 1998-99 
1988-89 1993-94 1199'8'-9'9 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
28,544 28,602 34,188 Hydro j 
625 625 625 Vapeur fe 
687 687 687 Nucléaire 3 
ue Ou 81 Combustion interne 4 
586 958 958 Turbine & combustion 5 
30,517 30,4993 36,539 5.88 1.63 2.65 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
CESS TRIPE 4,167 4,183 Autres provinces 8 
ES SWS 4,167 4,183 Réceptions totales g 
Contrats de livraisons de puissance garantie: 
772 tie 1,972 Etats-Unis 10 
396 396 56 Autres provinces 11 
1,168 1,168 2,028 Livraisons totales 12 
33,546 33,498 38,694 4.36 0.08 1.50 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 3 - 12) 
25 25 3 Pertes contractuelles - livraisons inter prov. 14 
51 51 129 4 Y - exportations. 15 
33,470 33,422 38,562 4.95 0.04 1.46 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette li7é 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel! maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
"= exportations } 28 
31,470 31,850 34,250 3.86 2.82 Yes ils) APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
2,000 1572 4,312 : RESERVE (16 - 29) 30 
1, 150 1,504 2.000 Appel maximal garanti réductible 31 
1978 1988 1988 
eae 1993 1998 bene® ates 
1988 1993 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur os) 
Nucléaire 34 
Combustion interne ols) 
Turbine & combustion 36 
Total 37 
Réceptions d’ énergie: 
Etats-Unis 38 
32,600 32,900 32,200 Autres provinces 33 
Réceptions totales 40 
Livraisons d’énergie: 
11,500 12,400 21,300 Garantie: Etats-Unis 41 
Seulirs Zoo) Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
"= exportations 49 


174,764 181,364 197,464 3.84 3.26 2.48 ENERGIE GARANTIE DISPONIBLE 50 


28 


TABLE 1. Capability, Peak Load and Energy Requirements - Ontario 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-893 1989-90 nSSO=S1 NG 9'2 
No 
Mw 
CAPABILITY 
Net generating capability: 
1 Hydro 6,983 7.186 715134 6,946 6,894 6.894 6,894 
2 Steam 11,667 9,545 10,444 11,138 11,606 11,706 11,706 
3. Nuclear 4,504 7,276 10,011 10,584 11,074 {15955 12,836 
4 Internal combustion 8 i) 3 3 9 g g 
5 Combustion turbine 666 364 362 414 416 416 416 
6 Total 23.828 24,380 27,960 29,091 29,393 30,980 31,861 
Contracts for receipts of firm power: 
7 United States 12 
8 Other provinces 209 105 113 
9 Total receipts 221 105 Wale 
Contracts for deliveries of firm power: 
10 United States 53 272 93 114 94 94 94 
Other provinces 
Total deliveries 53 272 93 114 94 94 94 
13. TOTAL NET CAPABILITY (6+9-12) 23,996 24.213 27,980 28297 237.905 30,886 31,767 
Contractual losses - interprovincial deliveries 
15 4 " - exports 
INDICATED INTERNAL CAPABILITY( 13-14-15) 23,996 ZAR ZNS 27,980 28,977 29,905 30,886 31,767 
PEAK LOAD 
17 Net power generation 21,341 23,521 24,279 
18 Receipts from the United States 181 2 
19 Receipts from other provinces 529 308 263 
20 Deliveries to the United States 481 309 766 
21 Deliveries to other provinces 
22 Peak met 16,684 21,570 23,520 23,778 
23 Non firm load 
24 Firm peak met(22-23) 16,684 21570 (oes ayra) 23,778 
25 Firm load not met 
26 Indicated firm peak(24+25) 16,684 21,570 23,520 23,778 
27 Losses - interprovincial deliveries 
28 cs - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 16,684 21,570 235520 23,778 24,450 24,933 25,643 
30 RESERVE (16 - 29) Teele 2,643 4,460 5,199 5,455 Seco 6,124 
31 Firm load curtailable 672 686 690 690 
1978 1986 1987 1988 1989 19390 1991 
ENERGY GW.h 
Net generation 
32 Hydro 39,095 41,203 34,786 38,500 
33. Steam 32,324 25,140 32,954 36,016 
34 Nuclear 29,436 BSZiis 63,116 67,552 
35 Internal combustion 2 1 1 2 
36 Combustion turbine 15995 888 986 935 
37 Total 102,052 125,445 131,843 143,005 
Receipts of energy: 
38 United States tite 1,693 Oia 2,491 
39 Other provinces 9,940 8,061 7,034 2,832 
40 Total receipts 10,697 9,754 Sila? evan! 
Deliveries of energy: 
41 Firm: United States 357 2,814 265 383 969 823 823 
42 Other provinces 
43 Non firm: United States ‘ 10,505 511143 8,231 7,056 
44 Other provinces 473 34 25 80 
45 Total deliveries lites 7,991 8.521 “sis 
46 TOTAL AVAILABLE(37 + 40 - 45) 101,414 127,208 132,469 140,809 
47 Internal non~-firm deliveries 
48 Losses - interprovincial deliveries 
49 “= exports 


50 NET FIRM ENERGY AVAILABLE 101,414 127,208 132,469 140,809 143,654 146,922 150,405 
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TABLEAU 1. Puissance maximale possible, appe!l maximal et besoins d’énergie - Ontario 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
192-93 1993-94 NS8i-99 
1988-89 1993-94 198s =s9 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
6,894 6,894 6,894 Hydro i 
11,706 11,706 11,706 Vapeur 2 
14,232 14,232 14,232 Nucléaire 3 
J] 3 g Combustion interne 4 
416 416 416 Turbine a combustion 5 
Soreor Se fy4I1/ 33.257 2.01 Zeal eco Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces i 
Livraisons totales 12 
335257 Senco 33,257 1.90 2.78 1.38 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
i i = exportations. 15 
SHYT aye ait Soeur 1.90 2.78 1.38 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie ZS 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province a 
"= exportations i 28 
26,245 26,698 28,232 3.61 Za 1.73 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
7,012 6,559 5,025 RESERVE (16 - 29) 30 
690 690 690 Appel! maximal garanti réductible 31 
1978 1988 1988 
1992 1933 1998 pe = 
1988 1933 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne S35 
Turbine a combustion 36 
Total ei7/ 
Réceptions d’ énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d‘énergie: 
688 Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
* - exportations 49 


155,126 159,108 171,050 3.33 2.46 1.96 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements ~ Manitoba 


——————<—<—<—<—<—_————_—_—______—_—_———_—_—_—_ . 000 00 —$, = 7 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1378 1986 1987-88 1988-89 1389-90 1930-91 199 =9'2 
No. 
ae ea nn se cE a AN 8 PUR re i a I el NS Sc ea ee RIE ao A a i 
MW 
CAPABILITY 
Net generating capability: : 
1 Hydro 3,070 3,620 3,620 3,384 3,620 3,836 4,498 
2 Steam 416 416 316 401 401 401 401 
3 Nuclear 
4 Internal combustion 28 Zak 26 16 16 16 16 
5 Combustion turbine 24 24 24 
6 Total 3,538 4,087 3,986 3,801 4,037 4,253 4,915 
Contracts for receipts of firm power: 
7 United States 300 300 300 300 300 300 
8 Other provinces 71 
§ Total receipts 71 300 300 300 300 300 300 
Contracts for deliveries of firm power: 
10 United States ‘ 
11 Other provinces 150 
12 Total deliveries 150 
13. TOTAL NET CAPABILITY(6+9-12) 3,459 4,387 4,286 CP KO} <2 4,337 4,553 57215 
14 Contractual losses - interprovincial deliveries 13 
15 ‘ Hs - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 3,446 4,387 4,286 4,101 4,337 4,553 Earley 
PEAK LOAD 
17 Net power generation SIRT AWE 3,683 3,475 
18 Receipts from the United States 
19 Receipts from other provinces 231 189 194 
20 Deliveries to the United States 833 136 390 
21 Deliveries to other provinces 73 399 178 
22 Peak met d 2,471 3,082 Secor, 3,401 
2 Non firm load 23 
24 Firm peak met(22-23) 2,471 3,059 Secon 3,401 
25 Firm load not met 
26 Indicated firm peak(24+25) 2,471 3,059 SPREE 3,401 
27 Losses - interprovincial deliveries 6 25 i) 
28 “5 @XPOnts 72 11 7 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 2,471 2,981 3,301 3,388 3,434 Sheila. 3,591 
30 RESERVE (16 - 29) 975 1.406 985 713 903 1,042 1,624 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 16,979 23,840 diaciic Hy ees 
33 Steam 439 166 568 912 
34 Nuclear 
35 Internal combustion BZ 53 32 Z5 
36 Combustion turbine 
37 Total 17,470 24,0539 URIBE Iii, 16,316 
Receipts of energy: 
38 United States 30 12 512 1,969 263 263 263 
39 Other provinces 825 1,087 1,220 Wehr 
40 Total receipts 855 1,099 eae 2 3,096 7Asey © 263 263 
Deliveries of energy: 
41 Firm: United States 677 87 501 343 438 438 438 
42 Other provinces 921 121 190 243 
43 Non firm: United States eh) 6,902 2.960 286 
44 Other provinces 1,148 ats Ze teh) 1,667 
45 Total deliveries 6,127 8,935 5.767 (eosele. 
46 TOTAL AVAILABLE(37 + 40 - 45) 13,198 16,223 15,857 16,873 
47 Internal non-firm deliveries 721 51 39 i} 
48 Losses - interprovincial deliveries 178 160 108 63 
49 i - exports 264 610 328 57 


50 NET FIRM ENERGY AVAILABLE 2s 29 15,402 15,382 16,752 17,294 19,783 18,074 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Manitoba 
a nn ee Oe Se ee Se ee ee ee ee ee ee eee 


Percentage change - Compounded 
Forecast - Prévisions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
1992-93 1993-94 1998-99 pr & eens, ae 
7988-89 7993-94 7998-99 No. 


MW 
PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


4,895 4,895 4.895 Hydro 1 
401 371 371 Vapeur 2 
Nucléaire 3 
14 10 7 Combustion interne 4 
Turbine a combustion 5 
5,310 5,276 Biizao 0.72 6.78 Shek! Total 3) 
Contrats de réceptions de puissance garantie: 
300 200 Etats-Unis 7 
Autres provinces 8 
300 200 Réceptions totales g 
Contrats de livraisons de puissance garantie: 
500 500 Etats-Unis 10 
200 Autres provinces 11 
500 700 Livraisons totales 12 
5,610 4,776 4,773 WATE 3.08 Loy, TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
20 Pertes contractuelles - livraisons inte, prov. 14 
50 50 ih :. = exportations. 15 
5.610 4,726 4,703 1.75 2.87 Ygeee PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L'appe! maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait ZS 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
“= exportations ; 28 
3,686 Sea 4,161 Sree 2.20 2.08 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
1,924 947 542 RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 =ak ae 
1988 1993 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d‘énergie: 
263 175 175 Etats-Unis 38 
Autres provinces 39 
263 175 175 Réceptions totales 40 
Livraisons d‘ énergie: 
438 2,365 3,460 Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
Me - exportations 49 


18,504 18,998 21,055 2.78 795 2.31 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Saskatchewan 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-8S 1989-90 1990-91 1991-92 
No. 
MW 
CAPABILITY 
Net generating capability: 
j Hydro 585 824 847 847 847 847 847 
2 Steam figchited ihaweile! aretns) eas LaeNS) Ney alic ene 
3 Nuclear 
4 Internal combustion ‘) 6 1 3 Z 2 i 
5 Combustion turbine 115 136 136 136 136 136 186 
6 Total 2.026 2,679 2,697 2,699 2,698 2,698 2,748 
Contracts for receipts of firm power: 
7 United States 100 100 150 150 150 150 
8 Other provinces 5 156 eT 157 
9 Total receipts 100 100 155 306 307 307 
Contracts for deliveries of firm power: 
10 United States 100 100 100 100 100 100 
11 Other provinces 71 3 3 3 <! 3 3 
12 Total deliveries 71 103 103 103 103 103 103 
13. TOTAL NET CAPABILITY (6+9-12) 1335 2,676 2,694 25 7 Ste 2,901 2,902 Pek hove 
14 Contractual losses - interprovincial deliveries 
15 . v4 - exports 
16 INDICATED INTERNAL CAPABILITY(13-14-15) 1895 2,676 2,694 YETI (eee {o)| 2,902 259512 
PEAK LOAD 
17 Net power generation PEAS NK) 2,202 2.166 
18 Receipts from the United States 129 
19 Receipts from other provinces 18 § 
20 Deliveries to the United States 5 10 
21 Deliveries to other provinces 
22 Peak met 1,667 Zrilieo 2,021 2,295 
23 Non firm load 
24 Firm peak met(22-23) 1,667 Zed 20g 25295 
25 Firm load not met 
26 Indicated firm peak(24+25) 1,667 Coulee 20d 2295 
27 Losses - interprovincial deliveries 
28 4 - exports 
29 INDICATED INTERNAL FIRM PEAK(26-27-28) 1,667 Zales 2.021 2,295 2,408 2,488 2,508 
30 RESERVE (16 - 29) ‘32s 547 673 456 493 414 444 
31 Firm load curtailable 110 140 155 155 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation : 
32 Hydro 2,546 3,767 3,189 2,343 
33 Steam 6,166 8,116 Che7acis) 10,534 
34 Nuclear 
35 Internal combustion 11 he) 11 if 
36 Combustion turbine 117 5 26 75 
37 Total 8.840 11,903 12,461 12,359 
Receipts of energy: 
38 United States 64 84 315 156 220 218 
39 Other provinces 790 1 PALO) 1,263 1,370 1 11 
40 Total receipts 790 1,274 1,347 1,685 157 231 218 
Deliveries of energy: 
41 Firm: United States 109 88 88 88 
42 Other provinces 514 7 53 5 3 3 3 
43 Non firm: United States 42 113 57 
44 Other provinces 293 1,068 1,168 1,105 
45 Total deliveries 807 1,226 1,334 euloie 
46 TOTAL AVAILABLE(37 + 40 - 45) 8.823 11,9511 12.474 13,477 
47 Internal non-firm deliveries 28 
48 Losses - interprovincial deliveries 40 54 61 
49 i - exports 8 6 


50 NET FIRM ENERGY AVAILABLE 8,755 11,889 12,407 13,477 13,994 14,627 14,733 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Saskatchewan 


sess sna 


Percentage change - Compounded 
Forecast - Previsions 

Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
1992-93 1esis=9'4 1998-99 
1988-89 1993-94 1998-99 No. 
Mw 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
847 847 acs Hydro 1 
1,932 1,932 Qcihe Vapeur 2 
Nucléaire 3 
2 Z 2 Combustion interne 4 
186 236 286 Turbine a combustion 5 
2,967 3,017 3,439 /2ae))) 2.24 2.45 Total 6 
Contrats de réceptions de puissance garantie: 
100 100 100 Etats-Unis 7 
157 157 WE Autres provinces 8 
AW) 257 232 Réceptions totales 3 
Contrats de livraisons de puissance garantie: 
100 100 100 Etats-Unis 10 
3 3 128 Autres provinces 11 
103 103 228 Livraisons totales 12 
3,121 Seyira 3,443 3.26 Beit 2.26 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
€ a - exportations. 15 
3,121 Shall 3,443 3.26 2.87 2.26 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 2) 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
is - exportations ‘ 28 
2,648 2.708 3,058 3.24 ehh) 2.91 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
473 463 385 E RESERVE (16 - 29) 30 
155 155 155 Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 
1988 1393 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur sie! 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’ énergie: 
208 72h) 88 Etats-Unis 38 
Autres provinces 39 
208 211 88 Réceptions totales 40 
Livraisons d’ énergie: 
88 88 88 Garantie: Etats-Unis 4] 
3 3 3 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
is - exportations 49 


15,316 15,944 17,890 4.41 3.42 2.87 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Alberta 


Actual - Réel Forecast ~ Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-91 1991-32 
No. 
Mw 
CAPABILITY 
Net generating capability: 
1 Hydro 801 812 795 795 795 795 795 
2 Steam 3,945 6,243 6,100 SAI) 6,239 Bien 6-913 
3 Nuclear 
4 Internal combustion 35 4) 14 54 40 40 40 
5 Combustion turbine 237 526 478 497 44) 441 441 
6 Total 5,018 Tt .G22 7,387 (iss (FSIS 7,803 8,183 
Contracts for receipts of firm power: 
7 United States 
8 Other provinces 1 
9 Total receipts i] 
Contracts for deliveries of firm power: 
10 United States 
11. Other provinces 2 
12 Total deliveries 2 
13. TOTAL NET CAPABILITY(6+9-12) 5,017 1,022 7,387 7,1S9= 7,515 7,803 8,189 
14 Contractual losses - interprovincial deliveries 
15 é 4 - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 5.017 7,622 7,387 Tee (OE) Te ckte) 7,803 8,183 
PEAK LOAD 
17 Net power generation 5,283 5,465 5,818 
18 Receipts from the United States 
19 Receipts from other provinces 38 i 
20 Deliveries to the United States 
21 Deliveries to other provinces we 2 
22 Peak met ELAS) Ly ci7)) 5,443 5,816 
23 Non firm load 88 117 148 
24 Firm peak met(22-23) 35373 5239 Wey) 5,668 
25 Firm load not met 
26 Indicated firm peak(24+25) Se Bees ona 7A} 5,668 
27 Losses - interprovincial deliveries 
28 x - exports 
23 INDICATED INTERNAL FIRM PEAK( 26-27-28) SRE IE) 5zea 5,326 5,668 5,885 6,235 6,409 
30 RESERVE (16 - 29) 1,638 2,389 2,061 RIE S| 1,630 1,568 1,780 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 1,831 1,816 1,450 1,431 
33 Steam 16,859 Suite 33,419 36,682 
34 Nuclear 
35 Internal combustion 41 81 it 80 
36 Combustion turbine 353 1,785 2,006 2,128 
37 Total 19,084 34,857 36,952 40,321 
Receipts of energy: 
38 United States ic Z eS S 
39 Other provinces AAT 495 76 36 5 5 5 
40 Total receipts 229 497 79 39 5 5 5 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 280 | 1 | 1 1 i 
43 Non firm: United States 
44 Other provinces 549 540 914 
45 Total deliveries 280 550 541 915 
46 TOTAL AVAILABLE(37 + 40 = 45) 19,033 34,804 36,490 39,445 
47 Internal non-firm deliveries 
48 Losses - interprovincial deliveries 14 27 au 45 
49 - - exports 
50 NET FIRM ENERGY AVAILABLE 19,019 34,777. 36,463 39,400 39,604 42,146 44,104 


Note: Forecast are medians. Please see notes on page 7. 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Alberta 


_—_——_—_—-— nee eee OO eee ooo 


Forecast - Prévisions 


Winter - Hiver 


Percentage change - Compounded 


Pourcentage de variation - Composé 


1978 1988-89 1988-89 
1992-93 1993-94 1998-99 
1988-89 1993-94 1998-99 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
TENS) ASS, TASS Hydro | 
TBE TE) 6,913 7,668 Vapeur z 
Nucléaire 3 
40 40 40 Combustion interne 4 
44) 44) 1,003 Turbine a combustion 5 
8,189 8.189 9,506 3.67 2.60 2.82 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 
Autres provinces 8 
Réceptions totales ) 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales eZ 
8,189 8,189 §,506 3.67 2.60 2.82 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
” A - exportations. 15 
8,189 8,189 9,506 3.67 2.60 2.82 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13~-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Receptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel! maximal garanti non satisfait 25 
Appel maximal garanti indique(24 + 25) 26 
Pertes - livraisons inter province 27 
“= exportations : 28 
6,576 6,810 7,991 5.3) Sens 3.49 APPEL MAXIMAL INTERNE INOIQUE (26-27-28) 23 
1,613 1,379 fp, aus RESERVE (16 ~ 29) 30 
Appel maximal garanti réductible <i] 
1978 1988 198 
1992 1993 1998 
1988 19393 199 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur KK} 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’énergie: 
Etats-Unis 38 
5 5 6 Autres provinces 39 
5 5 6 Réceptions totales 40 
Livraisons d‘énergie: 
Garantie: Etats-Unis 4] 
j 1 1 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties interieures 47 
Pertes - livraisons inter provinces 48 
- exportations 49 
45,556 47,484 56,207 aso 3.80 3.61 ENERGIE GARANTIE DISPONIBLE 50 


Nota: Les prévisions sont des moyennes. Voir informations a la page 7 
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TABLE 1. Capability, Peak Load and Energy Requirements - British Columbia 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1gO-9i 1S 992 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro Tatoo 11,120 tue ake 11,138 11,138 Piss 11,138 
2 Steam 1,203 2295 1,349 1,341 1,341 {eat 1,341 
3 Nuclear 
4 Internal combustion 135 94 98 101 101 100 100 
5 Combustion turbine 336 160 160 160 160 300 300 
6 Total 9,464 12,669 12,721 12,740 12,740 12,879 12,879 
Contracts for receipts of firm power: 
7 United States 
Other provinces 
39 Total receipts 
Contracts for deliveries of firm power: 
10 United States 2 200 200 201 201 201 201 
11 Other provinces ] 2 2 1 | j i 
12 Total deliveries 3} 202 202 202 202 202 202 
13. TOTAL NET CAPABILITY(6+9~12) 9,461 12,467 T2359 iemaoe 12,538 12,677 12,677 
14 Contractual losses - interprovincial deliveries 
15 ¥ ps - exports 20 20 20 20 20 20 
16 INDICATED INTERNAL CAPABILITY(13-14-15) 3,461 12,447 12,499 12,518 12,518 iZeio57 NZR6S7 
PEAK LOAD 
17 Net power generation 8,344 9,440 Srioiire. 
18 Receipts from the United States 56 tld 19 
19 Receipts from other provinces 15 25 18 
20 Deliveries to the United States 558 726 300 
21 Deliveries to other provinces 27 22 17 
22 Peak met 6,612 7,830 8,834 deze 
23 Non firm load 
24 Firm peak met(22-23) 6,612 7,830 8,834 9232 
25 Firm load not met 
26 Indicated firm peak(24+25) 6,612 7,830 8,834 Specs 
27 Losses - interprovincial deliveries 1 2 2 
28 | - exports 29 73 30 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 6,612 7,800 8,759 9,200 95230 SF Sail 9.741 
30 RESERVE (16 - 29) Z,849 4,647 3,740 3,318 3,288 3,126 2,816 
31 Firm load curtailable 
1978 1986 1987 1988 1989 1990 1991 
ENERGY GW.h 
Net generation 
32 Hydro 40,611 48,935 61,087 58,588 
33 Steam 1,587 Peevalis 1,947 2,340 
34 Nuclear 
35 Internal combustion 220 214 211 29 
36 Combustion turbine -18 = -| =| 
37 Total 42,400 50,861 63,244 61,146 
Receipts of energy: 
38 United States 1,242 (TEN 493 onli 
39 Other provinces 200 550 541 915 1 1 1 
40 Total receipts Toes CATE 1,034 2,047 1 1 1 
Deliveries of energy: 
41 Firm: United States 11 297 446 161 480 480 335 
42 Other provinces 4 5 11 2 az 2 2 
43 Non firm: United States 3,695 3,859 12,369 8,690 
44 Other provinces 223 488 60 29 
45 Total deliveries saues 4,649 12,886 8,882 
46 TOTAL AVAILABLE(37 + 40 - 45) 39,9839 49,489 516382 54,311 
47 Internal non-firm deliveries 149 
48 Losses - interprovincial deliveries WW 25 4 3 
49 i - exports 185 207 641 443 


50 NET FIRM ENERGY AVAILABLE 33,793 49,671 50,598 53,865 55,165 56,472 57,620 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Colombie-Britannique 
oe iS Oe oa SE ie a ea at ee a eg ee on i 
Percentage change - Compounded 
Forecast - Prévisions 


Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
{992-33 1993-94 HIS ESS I 
1988-89 1993-94 Webs EI) No. 


MW 
PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


11, 138 11,138 11,608 Hydro 1 
1,341 RS) 1,341 Vapeur ee 
Nucléaire 3 
39 98 104 Combustion interne 4 
300 300 300 Turbine a combustion 5 
12,878 12,877 RIGS CK! 3.02 0.20 0.47 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 3 
Contrats de livraisons de puissance garantie: 
201 202 203 Etats-Unis 10 
i 1 \ Autres provinces 
202 203 204 Livraisons totales 
12,676 12,674 13,149 2.85 0.20 0.47 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
20 20 20 * z - exportations 15 
12,656 12,654 tsnies 2.84 0.20 0.47 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 2) 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province CG 
"= exportations ; 28 
3,837 10.005 11,274 3.36 1.68 2.05 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
Patt | 2,649 1,855 ; RESERVE (16 - 29) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 
1988 13993 1998 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’énergie: 
Etats-Unis 38 
{ { 1 Autres provinces 39 
i j 1 Réceptions totales 40 
Livraisons d'énergie: 
336 336 340 Garantie: Etats-Unis 4 
2 2 3 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
a - exportations 49 


58,555 59,459 66.975 3.07 1.98 2.20 ENERGIE GARANTIE DISPONIBLE 50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Yukon 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1SSO=34 ng 9 SZ 
No. 


MW 
CAPABILITY 


Net generating capability: 

Hydro 58 79 78 62 62 62 62 
Steam 

Nuclear 

Internal combustion 39 40 43 40 43 45 45 
Combustion turbine 

Total 97 119 121 102 105 107 107 


amr won— 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


wor 


Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 


13 TOTAL NET CAPABILITY (6+9-12) 37 its 121 102 - 105 107 107 


14 Contractual losses - interprovincial deliveries 
15 Ne - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 97 119 121 102 105 107 107 


PEAK LOAD 


17 Net power generation 63 68 90 
18 Receipts from the United States 

19 Receipts from other provinces 

20 Deliveries to the United States 

21 Deliveries to other provinces 

22 Peak met 69 69 68 90 
23. Non firm load 

24 Firm peak met(22-23) 69 69 68 30 
25 Firm load not met 

26 Indicated firm peak(24+25) 69 69 68 90 
27 Losses - interprovincial deliveries 

28 “! - exports 

239 INDICATED INTERNAL FIRM PEAK( 26-27-28) 63 69 68 30 30 92 $2 


30 RESERVE (16 - 29) 28 50 53 12 15 15 is 


31 Firm load curtailable 


1978 1986 1987 1988 1989 1990 1997 


ENERGY GW.h 


Net generation 
32 Hydro 323 BZz 412 409 
33 Steam 
34 Nuclear 
35 Internal combustion 44 22 23 30 
36 Combustion turbine 
37 =Total 367 344 435 439 


Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 


Deliveries of energy: 
41 Firm: United States 
42 Other provinces 


43 Non firm: United States 
44 Other provinces 


45 Total deliveries 

46 TOTAL AVAILABLE(37 + 40 - 45) 367 344 435 439 
47 Internal non-firm deliveries 

48 Losses - interprovincial deliveries 


49 - exports 


50 NET FIRM ENERGY AVAILABLE 367 344 435 439 443 448 452 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Yukon 


Forecast - Prévisions 


Winter - Hiver 


Percentage change - Compounded 


Pourcentage de variation - Composé 


1978 1988-89 1988-89 
SSN) 1993-94 199 8=99 
1988-89 1993-94 1998-99 
MW 
62 62 72 
50 50 56 
Hilee i112 128 0.50 1.89 2.23 
‘Peg 112 128 0.50 1.89 2.29 
112 112 128 0.50 1.89 Leas 
93 94 38 2.69 0.86 0.85 
13 18 30 
1978 1988 1988 
1992 1993 1998 —— 
1988 1993 1998 
GW.h 
457 461 485 1.81 0.98 0.399 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


Hydro 

Vapeur 

Nucléaire 

Combustion interne 
Turbine & combustion 
Total 


Contrats de réceptions de puissance garantie: 


Etats-Unis 
Autres provinces 
Réceptions totales 


Contrats de livraisons de puissance garantie: 


Etats-Unis 
Autres provinces 
Livraisons totales 


TOTAL DE LA PUISSANCE MAXIMALE 
POSSIBLE NETTE(6 + 9 - 12) 


Pertes contractuelles - livraisons inter prov. 
" ” 


- exportations 


PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 


APPEL MAXIMAL 


Production de puissance nette 
Réceptions des Etats Unis 
Réceptions des autres provinces 
Livraisons aux Etats Unis 
Livraisons 4 d'autres provinces 
L'appel maximal satisfait 
Charge non garantie 


Appel maximal garanti satisfait(22-23) 


Appel maximal garanti non satisfait 


Appel maximal garanti indiqué(24 + 25) 


Pertes - livraisons inter province 
H - exportations 


APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 


RESERVE (16 - 29) 


Appel maximal garanti reéductible 


ENERGIE 


Production nette: 
Hydro 

Vapeur 

Nucléaire 

Combustion interne 
Turbine & combustion 
Total 


Réceptions d' énergie: 
Etats-Unis 

Autres provinces 
Réceptions totales 


Livraisons d'énergie: 
Garantie: Etats-Unis 
Autres provinces 


Non garantie: Etats-Unis 
Autres provinces 


Livraisons totales 

TOTAL DISPONIBLE(37 + 40 - 45) 
Livraisons non garanties intérieures 
Pertes - livraisons inter provinces 


Ms - exportations 


ENERGIE GARANTIE DISPONIBLE 


No. 


OMnf Wr — 


~wcn 


32 
33 
34 
35 
36 
37 


38 
39 
40 


41 
42 


43 
44 


45 
46 
47 
48 
49 


50 
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TABLE 1. Capability, Peak Load and Energy Requirements - Northwest Territories 


No. 


ONS wWr— 


wor 


32 
33 
34 
35 
36 
37 


38 
3g 
40 


4 
42 


43 
44 


45 
46 
47 
48 
49 


50 


CAPABILITY 

Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses - interprovincial deliveries 
rn n 


- exports 
INDICATED INTERNAL CAPABILITY(13-14-15) 


PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met(22-23) 

Firm load not met 

Indicated firm peak(24+25) 

Losses - interprovincial deliveries 
3 - exports 

INDICATED INTERNAL FIRM PEAK( 26-27-28) 


RESERVE (16 - 23) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 

Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 
Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 - 45) 
Internal non-firm deliveries 

Losses - interprovincial deliveries 


exports 


NET FIRM ENERGY AVAILABLE 


Actual - Réel Forecast - Prévisions 


Winter - Hiver 


1978 1986 1987-88 1988-89 1989-90 1990-931 SEE 23) 
MW 
57 47 49 48 48 48 48 
63 120 119 116 116 116 116 
3 18 18 18 18 18 18 
123 185 186 182 182 182 182 
123 185 186 182- 182 182 182 
123 185 186 182 182 182 182 
120 11 100 
fe) 120 111 100 
73 120 Nett 100 
73 120 11 100 
73 120 111 100 98 101 104 
50 65 75 82 84 81 78 
1978 1986 1987 1988 1989 1990 1393 
GW.h 
Peps) 346 295 282 
107 205 176 179 
1 67 67 88 
383 618 538 549 
383 618 538 549 


383 618 538 549 577 587 598 
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; TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Territoires du Nord-Quest 
Ne et ee ee ee ee ee 
Percentage change - Compounded 
Forecast - Prévisions 


Pourcentage de variation - Composé 
Winter - Hiver 


1978 1988-89 1988-89 
1992-93 1993-94 1998-99 iawase ey ieue =ibah 
7988-89 7993-94 7998-99 No. 


MW 
PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


48 48 48 Hydro | 
Vapeur 2 
Nucléaire 3 
116 116 116 Combustion interne 4 
18 18 18 Turbine a combustion 5 
182 182 182 WEE] 0.00 0.00 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales J 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales We 
182 182 182 Jae) 0.00 0.00 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 - 12) 
Pertes contractuelles - livraisons inter prov. 14 
ie - > exportations. 15 
182 182 182 35.93 0.00 0.00 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel! maximal garanti satisfait(22-23) 24 
Appel! maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province fil 
“= exportations ; 28 
106 111 112 Slane! 2.11 1.14 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 23 
76 71 70 RESERVE (16 - 23) 30 
Appel maximal garanti réductible 31 
1978 1988 1988 
1992 1993 1998 ae. ———— 
1988 esis 1998 
GW.h ENERGIE 
Production nette: 
Hydro Sz 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total chi 
Réceptions d' énergie: 
Etats-Unis 38 
Autres provinces eM) 
Receptions totales 40 
Livraisons d’énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
4 - exportations 49 


610 619 644 3.66 2.42 1.61 ENERGIE GARANTIE DISPONIBLE : 50 


APPENDIX A 


Principal Changes in Capability, 1988-1998 


APPENDICE A 


Changements majeurs de la puissance, 1988-1998 


Utility or company 


Services d’utilité ou société 


Newfoundland — Terre-Neuve 


Newfoundland & Labrador Hydro 


Nova Scotia - Nouvelie-Ecosse 


Nova Scotia Power Corp. 


New Brunswick - Nouveau-Brunswick 


New Brunswick Electric Power 
Commission 


Québec 
Hydro Québec 


Ontario 


Ontario Hydro 


Manitoba 
Manitoba Hydro 


Station or location 


Centrale ou 
emplacement 


Undecided/indécis 


Trenton 
Undecided/indécis 


wo 


Belldune 
Undecided/indécis 


Manic 5 
LG2A 


LA 1 
LG 1 


Brisay 
Manic 3 


Darlington 


Limestone 
w 


w 


1993-94 
1998-99 


1991 
1994 
1996 
1998 


1993 
1995 


1989 
1992 
1993 
1995 
1995 
1996 
1996 
1997 


1989 
1990 
1991 
1992 


1990 
1991 
1992 


Type 


CT 
H 


nN” NNNNM 


ARES AS Sh aeas aS ee 


a ee 


Bg Cas i 


Units 


Unités 


+5 
+3 


Capability 
Total 


Puissance 


MW 


7S 
920 


150 
150 
150 
150 


450 
200 


245 
317 
317 
130 
108 
108 
192 
500 


881 
881 
881 
881 


133 
133 
133 


Principal Changes in Capability, 1988-1998 - Concluded 


Changements majeurs de la puissance, 1988-1998 —- fin 
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Utility or company Station or location Units Capability 
Type Total 
Services d’utilité ou société Centrale ou emplacement Unités 
Puissance 
MW 
Saskatchewan 
Saskatchewan Power Corp Meadow Lake 1991 Gif + | 50 
Ermine 1993 CT +1 50 
Saskatoon 1998 CT #1 50 
Shand 1992 S + | 280 
Island Falls 1994 H + | 85 
Shand 1995 S a 280 
Alberta 
Alberta Power Ltd. Fort McMurray 1989 IC -6 14 
Sturgeon 1995 CT -2 18 
Simmonette 1996 CT “1 20 
TransAlta Utilities Corp. and 
Alberta Power Ltd. Sheerness 1990 S. ti 380 
Edmonton Power Lid. Genesee 1989 S + { 406 
Ms 1991 Ss +1 406 
Rossdale 1989 CT -2 56 
1990 S -3 70 
Alberta System/reseau Undecided/indécis 1994-99 CT 0- 1200 
H 1998-99 S 380-1125 
British Columbia - Colombie- 
Britannique 
Alcan Lid. Kemano 1995 H+1 230 
West Kootenay Power 
and Light Co. Ltd. West Kootenay 1990 CT 1 140 
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APPENDIX B 


Canadian Electrical Association - Electric Power Statistics Committee 


APPENDICE B 


Association canadienne de l’électriciteé - Comité des statistiques de |’électricité 


Chairman —- Président: 


H. Belliveau, N.B. Electric Power Commission 


Committee members - Membres du comité: 


M. Boulanger, National Energy Board 

H. Budgell, Newfoundland & Labrador Hydro 
N.B. Cameron, Manitoba Hydro 

M.I. Cavanagh, Statistics Canada 

M. Chorel, TransAlta Utilities Corp. 

D.A. Conrad, N.S. Power Corp. 

J.J. Gibbon, B.C. Hydro 

P.C. Lee, Energy, Mines and Resources 

D. Madsen, Statistics Canada 

J. Parenteau, Hydro-Québec 

I.M. Phillips, Canadian Electrical Association 
W.F. Thiele, Saskatchewan Power Corp. 
K.B. Wilson, Ontario Hydro 


SELECTED PUBLICATIONS 


Reports published by the Industry Division 
dealing with Electric Power. 


Catalogue 
Annual 


57-202 Electric Power Statistics, -— Volume Ii —- 
Annual Statistics. 


57-204 Electric Power Statistics, - Volume | - 
Annual Electric Power Survey of 
Capability and Load. 


57-206 Electric Power Statistics, - Volume Ill - 
Inventory of Generating Equipment. 


Monthly 


57-001 Electric Power Statistics. 


In addition to the selected publications listed 
above, Statistics Canada publishes a wide range of 
statistical reports on Canadian economic and social 
affairs. A comprehensive catalogue of all current 
publications is available from Statistics Canada, 
Ottawa (Canada), K1A OT6. 


Catalogue 11-204E, price Canada $10.00, Other 
Countries $11.50. 


CHOIX DE PUBLICATIONS 


Publications de la Division de l’industrie traitant de 
l’énergie électrique. 


Catalogue 
Annuelle 


57-202 Statistique de |’énergie électrique, volume II 
- Statistiques annuelles. 


57-204 Statistique de |’énergie électrique, volume | - 
Enquéte annuelle sur la puissance maximale 
et sur la charge des réseaux. 


57-206 Statistique de |’énergie électrique, volume Ill 
- Inventaire des générateurs. 


Mensuelle 


57-001 Statistique de l’énergie électrique. 


Outre les publications ci-dessus énumérées, 
Statistique Canada publie une grande variété de 
rapports statistiques sur le Canada tant dans le domaine 
économique que social. On peut se procurer 
gratuitement un catalogue complet des publications 
courantes en s’addressant a Statistique Canada, Ottawa 
(Canada), K1A OT6. 


No 11-204F, prix Canada $10.00, Autres pays $11.50. 
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The 1986 Profiles will put you on the fast track to any 
Canadian community you want to study 


You're looking for a fast introduction to the social and 
demographic realities of a city, a town, a municipality or 
an entire province. And you don't have the time to wade 
through piles of statistics. 


Focus in on the area of your choice with a CENSUS PRO- 
FILE. Each PROFILE features more than 120 items of 
information on the area that interests you... from 
population counts, to the living arrangements of its elderly. 


Choose a PROFILE on any one of 


© 6009 Census Sub divisions (municipalities) 
© 266 Census Divisions (counties) 

e 295 Federal Electoral Districts 

e 25 Census Metropolitan Areas 

e 114 Census Agglomerations 

e a variety of urban/rural breakdowns 
© and, more. 


With 52 publications in this series, we 
can fast track you to any destination 
you want. 


For more information, call us at 
1-800-267-6677 and request the 
Census brochure (which includes - 
ordering information), or write us at: 


Publications Sales 
Statistics Canada 
Ottawa, Ontario 
K1A 0T6 


4986 CENSUS PROFILES 


LES PROFILS DU 
RECENSEMENT DE 1986 


Le Canada et ses régions sont a votre portée grace aux Profils 
du recensement de 1986. 


Vous désirez connaitre le portrait socio-démographique d’une 
province, d'une ville ou d'une municipalité en particulier, mais la 
perspective d’avoir a vous battre avec des montagnes de 
Statistiques vous effraie? 


Balayez toute appréhension! Les Profils du recensement de 
1986 vous épargneront temps et effort. Chaque Profil présente 
plus de 120 éléments différents d’information sur chacune des 
régions répertoriées. Des chiffres de population aux données sur 
les modes de vie de la population agée, vous saurez tout. 


Vous n’avez qu’a faire votre choix. Et quel choix! Les 52 
publications de la série portent sur: 


© 6,009 municipalités (subdivisions de recensement); 

© 266 comtés (divisions de recensement); 

© 295 circonscriptions électorales fédérales; 

@ 25 régions métropolitaines de 
recensement; 

e 114 agglomérations de recensement; 

e diverses régions urbaines et rurales; 

e et plus encore 


Pour de plus amples renseignements, 
composez le 1-800-267-6677 et 
demandez notre brochure, qui vous 
renseignera Sur les modalités de com- 
mande. Ou, si vous le préférez, écrivez a: 


Vente des publications 
Statistique Canada 
Ottawa (Ontario) 

K1A 0T6 


ROCK 
SOLID 


INF OR MATION 


“@_ et a focus on Canada’s markets and business op- 
portunities with the source of reliable information... 
Statistics Canada and its unequaled family of 

outstanding publications and services. 


Relying on Statistics Canada means you're building your 
decisions on hard facts assembled by a professional 
organization with a world-wide reputation for scrupulous 
accuracy and complete reliability. 


Join the thousands of corporations and individuals who base 
their Canadian business decisions on Statistics Canada 
publications. Year after year. 


For more information on Statistics Canada’s extensive range 
of publications and information services, please call toll-free 
1-800-267-6677. 


At Statistics Canada, we provide information you can build 
on. 


DE SEEN et UL 


SOLIDI: 


COMME 
> | 
Fa 


LE ROC 


tatistique Canada vous offre des produits et ser- 


vices de qualité qui vous donnent une image claire 
du secteur canadien des affaires: 


Joignez-vous aux milliers de personnes et d’entreprises qui, 
année aprés année, fondent leurs décisions sur les publica- 
tions de Statistique Canada. 


Vous fier a Statistique Canada, c’est fonder vos décisions 
sur des renseignements solides, recueillis par un organisme 
dont la réputation internationale en est une d’exactitude et 
de fiabilité. 


Pour obtenir plus de renseignements sur toute la gamme 
de publications et de services qu’offre Statistique Canada, 
veuillez composer le numéro sans frais 1-800-267-6677. 


Statistique Canada fournit information a la base des grandes 
réalisations. 


Catalogue 57-204 Annual 


1989 actual 
1990-1999 forecast 


Electric 
power 
statistics 


Volume 1 


Bu} Statistics Canada _ Statistiaue Canada 


Government 
Publications 


Catalogue 57-204Annuel 


Données réelles pour 1989 
Prévision pour 1990-1999 


Statistique 
de énergie 
electrique F 


Volume 1 


{ ocT 2 1999 ° 


fel 


Canada 


Data in Many Forms... 


Statistics Canada disseminates data in a variety of forms. In 
addition to publications, both standard and special tabulations 
are offered on computer print-outs, microfiche and microfilm, and 
magnetic tapes. Maps and other geographic reference materials 
are available for some types of data. Direct access to 
aggregated information is possible through CANSIM, Statistics 
Canada’s machine-readable data base and retrieval system. 


How to Obtain More Information 
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Introduction 


This report presents the results of the 36th Annual 
Electric Power Survey of Capability and Load. 


The survey is carried out in co-operation with the 
Canadian Electrical Association. Area representatives 
of the Association meet annually with Statistics Canada 
to resolve reporting problems and to perform a final 
edit before publication. The assistance received from 
the Canadian Electrical Association and its members is 
gratefully acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics for the 
annual Electric Power Statistics Vol. Il (catalogue 57- 
202) are covered by this report. There is a direct 
comparison and link in that the energy figures are 
common. Any differences are due to revisions. 


Major utility and industrial generation of electricity 
are surveyed directly. These respondents have 
approximately 97% of total generating capability and 
produce 96% of all electricity in Canada. In addition, 
they account for 100% of imports, exports and inter- 
provincial movements. 


For the remaining small producers, the only data 
applicable are "net generating capability" (estimated at 
90% of name-plate capacity, such capacity obtained 
from another annual survey), peak met (estimated at 
67% of net generating capability) and net generation 
(actual data from quarterly survey). The forecast years 
are straight-line projections except where additional 
information is provided by the Canadian Electrical 
Association. 


The forecasts provided by the major respondents 


are based on the best information available as of April 
{st 


On trouvera dans la présente publication les résultats de 
la 36iéme enquéte annuelle sur la puissance maximale et sur 
la charge des réseaux. 


L’enquéte est menée conjointement avec |’Association 
Canadienne de |’Electricité. Les représentants régionaux de 
l’Association rencontrent annuellement Statistique Canada, 
afin de résoudreles problémes de déclaration et effectuer une 
derniére révision avant la publication. La collaboration qui 
nous est fournie par |l’Association Canadienne de |’Electricité 
et par ses membres est tres appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des statistiques a la 
publication statistique de |’énergie électrique Vol. Il (catalogue 
57-202) sont englobé dans cette publication. Il y a une 
comparaison directe et un raccordement en ce sens que les 
chiffres relatifs a l’énergie sont les mémes. Toute difference 
serait due a des revisions. 


Les grandes centrales électriques et les établissements 
industriels produisant de _ I'électriciteé sont enquétés 
directement. Ces répondants représentent approximativement 
97% du total de la puissance maximale possible de 
production et produise 96% de la production électrique du 
Canada. En plus, ils représentent 100% des importations, des 
exportations et des mouvements inter-provinciaux. 


Pour les petits producteurs restant, les seules données 
applicables sont "la puissance maximale possible de 
production nette" (estimé a 90% de la puissance de 
production indiquée sur la plaque signalétique; cette 
puissance étant obtenue d’une autre enquéte annuelle), 
l’'appel maximal satisfait (estimé a 67% de la puissance 
maximale possible de production nette) et la production nette 
(les données venant d’une enquéte trimestrielle). Les 
prévisions pour les années futures sont des projections en 
ligne droite, excepte la ou des informations additionnelles sont 
obtenues par !’Association Canadienne de |’Electricité. 


Les prévisions obtenues par les grandes centrales sont 
basées sur la meilleure information disponible au '€r avril. 


1989 Capability and Load Survey 


Review of Survey Results 


Total net generating capability in 1989/90 
increased 0.3% (271 MW) to 96 913 MW compared 
with an increase of 2.8% the previous year. 


The forecast years, 1989-1999, indicate an 
increase of 25.3 GW in total net generating capability 
which represents a compound growth of 2.32% 
compared with the 1979-1989 rate of 2.71%. The rates 
of growth for the major components are as follows: 


1979-1989 
Hydro 2.8 
Steam - Vapeur 0.9 
Nuclear -— Nucléaire 8.5 


Indicated internal firm peak within Canada 
increased 3.0% in 1989/90. The compound growth is 
forecast at 2.24% for the period 1989-90 -— 1999/2000. 
The 1989/90 reserve amounted to 18.8% of the 
indicated within Canada firm peak and is predicted to 
be 17.8% in 1999/2000. 


Firm energy available within Canada increased 
4.3% from 452 843 GW.h in 1988 to 472 437 GW.h in 
1989. The compound growth rate was 4.0% in the 
previous 10-year period. It should be noted that the 
energy data reported are not affected by the peak load 
capability and therefore these data may be considered 
a better measure of the growth of the electric power 
industry. 


Notes 


Canada — Since the movements of power over a 
province’s borders are measured at the time of the 
province's peak (see Concepts and Definition), receipts 
and deliveries do not balance. For this reason, Canada 
level data omit both interprovincial movements of 
power and the losses associated with these 
movements. As a consequence, although Canada data 
balance in an arithmetic sense, lines 13, 14, 15, 21, 22 
and 24 are not the sum of provincial figures 


Enquéte sur la puissance maximale et sur 
la charge des réseaux pour 1989 


Revue des résultats de l’enquéte 


En 1989/90, la puissance maximale possible de 
production nette a augmente de 0.3% (271 MW) pour totaliser 
96 913 MW, comparativement a une augmentation de 2.8% 
l'année précédente. 


Les prévisions pour les années 1989-1999 représentent 
un accroissement de 25.3 GW de la puissance maximale 
possible de production nette, soit un taux de croissance 
composé de 2.32% contre 2.71% pour les années 1979-1989. 
Voici les taux de croissance pour les _ principales 
composantes: 


Compound growth rate - Taux de croissance composé 
1989-1999 


per cent - pourcentage 


ine) 


NN N 
ao 


L’appel maximal garanti indiqué au Canada a augmenté 
de 3.0% en 1989/90. On prévoit un taux de croissance 
composé de 2.24% pour la période 1989/90 - 1999/2000. La 
réserve pour 1989/90 se chiffrait a 18.8% de l’appel maximal 
garanti indiqueé souscrit au Canada et est prevus a 17.8% en 
1999/2000. 


L’énergie disponible souscrite au Canada a augmente de 
452 843 GW.h en 1988 a 472 437 GW.h en 1989 soit de 
4.3%. Le taux d’accroissement composé s'est établi a 4.0% 
au cours des 10 derniéres années. On remarquera que |’appel 
maximal ne change rien aux données déclarees sur |’energie 
et, par conséquent, ces données peuvent étre considérées 
comme une image plus fiable de la croissance observée dans 
l'industrie de l’énergie électrique. 


Notes 


Canada — Puisque les mouvements d’énergie hors des 
limites territoriales d’une province est mesure lors de |’appel 
maximal de puissance (voir concepts et definitions), les 
receptions et les livraisons ne balancent pas. Pour cette 
raison, les données au niveau du Canada ne comprennent pas 
les mouvements interprovinciaux. Par consequent, meme si 
les donnees au niveau du Canada balance au point de vue 
arithmeétique, les lignes 13, 14, 15, 21, 22 et 24 ne sont pas la 
somme des donnees provinciaux 


Newfoundland — The data shown imply that there 
will be a transmission link between Labrador and the 
Island in place by the later years of the forecast period. 


Starting in 1988, Alberta’s utilities began producing 
two forecasts based on high and low scenarios. This 
publication shows an average of the two. 


Concepts and Definitions 


Prior to 1980, respondents reported capability and 
load data relating to their calendar year peak. Since 
1980 all respondents have reported for the day of the 
peak for the largest utility in the province. In 1987 
calendar year peak was replaced by winter peak (Nov.- 
Feb.). 


The change was made in an effort to eliminate 
exaggerated changes in peak which resulted solely 
from the vagaries of weather i.e. very cold in 
November-December as opposed to January-February. 
In addition, as most forecasts are made on the 
assumption of a winter peak, current and forecast data 
will now be collected on the same basis. 


All data for energy remain on a calendar year 
basis. 


The days for the winter 1989-1990 were as follows: 


Newfoundland -— Labrador January 18 

— Island February 3 
Prince Edward Island December 18 
Nova Scotia December 29 
New Brunswick February 27 
Quebec December 14 
Ontario December 13 
Manitoba December 20 
Saskatchewan December 20 
Alberta December 20 
British Columbia January 31 
Yukon February 12 
Northwest Territories January 30 


Other generating capability and firm power peak 
load concepts are unchanged from previous reports. 
Generating capability measures the expected power of 
all available generating facilities of the province (or 
nation) at the time of one hour firm peak load for each 
province. This may differ from the generating capacity 
as measured by the name plate rating. 


The variations between generating capability and 
generating capacity may be caused by high water in 
reservoirs resulting in a higher water head and greater 
generation than the name plate capacity, the 
impossibility of placing all pieces of equipment on the 
line at the same time. low water, ice. or some 
equipment being considered unreliable, thereby 
resulting in capability below capacity. 


Terre-Neuve — Les données publiées impliquent qu’il y 
aura une ligne de transmission entre le Labrador et I’lle en 
place vers la fin de la période de prévision. 


Commengant en 1988, les centrales de |’Alberta ont 
produits deux scénarios de prévisions basés sur les hauts et 
les bas. Cette publication montre une moyenne des deux. 


Concepts et définitions 


Avant 1980, chaque répondant rapportait la puissance 
maximale et la charge des réseaux selon leur propre journée 
d’appel maximal, et ce a l’intérieur de l'année du calendrier. 
Depuis 1980, cette journée est déterminée par |’appel 
maximal de la plus imposante centrale de la province. En 
1987 la puissance maximale d’apres l’année du calendrier fut 
remplaceée par la puissance maximale de I’hiver (Nov.-Fév.). 


Le changement eu lieu par soucis d’éliminer les 
fluctuations exagérées dans |’appel maximal résultant 
uniquement des fantaisies de la nature c.-a.-d. tres froid en 
novembre et décembre au lieu de janvier et février. En plus, 
comme toutes les prévisions sont faites presumant un appel 
maximal lI’hiver, les données présentes et futures seront 
dorénavant sur la méme base. 


Toutes les données pour |’énergie, demeurent sur la base 
de l’année du calendrier. 


Les jours choisis pour I’hiver 1989-1990 sont: 


Terre-Neuve — Labrador 18 janvier 
5 - lle 3 féevrier 
Ile-du-Prince-Edouard 18 décembre 
Nouvelle-Ecosse 29 décembre 
Nouveau-Brunswick 27 février 


Québec 14 décembre 
Ontario 13 décembre 
Manitoba 20 décembre 
Saskatchewan 20 décembre 
Alberta 20 décembre 
Colombie-Britannique 31 janvier 
Yukon 12 février 
Territoires du Nord-Ouest 30 janvier 


Les autres notions de puissance maximale possible de 
production et d’appel maximal de puissance souscrite 
sont les mémes que dans les rapports antérieurs. La 
puissance maximale possible de production indique le 
maximum de puissance réalisable par les  centrales 
électriques dans chaque province (ou dans le pays) durant 
l'heure de l’appel maximal annuel de puissance pour chaque 
province.Elle ne correspond pas neécessairement a la 
puissance installee des centrales. 


Les écarts entre la puissance maximale possible de 
production et la puissance installee peuvent resulter du niveau 
d'eau dans les reservoirs qui, par une hauteur de chute plus 
ou moins élevee, porterait la puissance de production au- 
dessus ou au-dessous de la puissance indiquee sur les 
plaques signaletiques Aussi, limpossibilite dutiliser tout le 
materiel simultanement, formation de glace. Ou piece 
douteuse d’equipement. occasionnent une possibilite de 
production inferieure a la puissance installee 


The published peak for Canada is non-coincident 
(the arithmetic-sum of the provincial peaks regardless 
of time of occurrence) and must be equal to, or greater 
than the coincident peak load. 


Receipts and deliveries of firm power used in 
calculating net capability are the interprovincial and 
international transfers of power under firm contracts, or 
the best estimate of firm obligations possible in the 
absence of contracts. The actual receipts and 
deliveries of firm and non-firm power are taken into 
account in the calculation of the firm power peak load 
for the current year. 


Peak loads- are the total demands within a 
province after all interchanges have been taken into 
account to remove any duplication. The peak loads 
include all power consumed by ultimate customers, 
line losses and manufacturing plants own consumption, 
but do not include generating station service which is 
deducted before arriving at generating capability. 


Firm load not met measures the commitments 
that a system could not or would not meet at the time 
of its peak load. 


Losses - External Deliveries represent the 
amount of power and energy required to meet out of 
province commitments. Exports and_ interprovincial 
deliveries are measured at the border but, in some 
cases, power and energy are used for delivery to the 
border. These are subtracted as they do not represent 
internal use and, therefore, distort provincial growth 
rates. 


The reserve of a province is the reserve after 
all obligations have been taken into account whether or 
not these obligations have been met. It is a measure of 
the industry’s ability to satisfy demands of a province 
and meet contingencies. Since not all systems are fully 
interconnected, the reserves of power shown cannot 
always be fully utilized. However, with the development 
of interconnections, an increased sharing of capability 
is possible, particularly when provincial peaks occur at 
different times. To this extent the reserves reported in 
this publication may be understated. 


It should be further noted that Firm Load 
Curtailable represents power which the supplying utility 
intends to furnish to customers contracted under firm 
load curtailable agreements, except under the most 
extraordinary conditions. Thus, this curtailable power 
could be considered part of the utility's reserve when 
such extreme conditions apply 


L’appel maximal de puissance publié au niveau du 
Canada (i.e., la somme arithmétique des pointes provinciales 
sans égard a la journée d’observation) doit égaler ou étre 
supérieur a |’appe!l maximal. 


Les réceptions et les livraisons de puissance 
souscrite, qui ont servi a établir la puissance maximale 
possible nette, représentent les échanges interprovinciaux et 
internationaux de puissance faits en vertu de contrats formels 
ou, en l’absence de contrats, la meilleure estimation possible 
des engagements formels. On tient compte des réceptions et 
des livraisons réelles de puissance souscrite et de puissance 
non souscrite dans le calcul des appels maximaux de 
puissance souscrite pour l’année en cours. 


L’appel maximal de puissance dans chaque province 
correspond a la puissance globale fournie dans la province, 
compte tenu des échanges de puissance de facon a éviter 
toute duplication. Il comprend la puissance fournie aux 
abonnés ultimes de l’entreprise productrice, celle utilisée par 
les propres installations de cette derniere, de méme que les 
pertes de transmission, mais exclut la puissance employée 
pour les besoins internes de la centrale génératrice (qui est 
soustraite avant le calcul de la puissance maximale possiblede 
production de la centrale). 


L’appel maximal souscrit non satisfait mesures 
d’engagement qu’un réseau n’a pu ou n’a pas voulu satisfaire 
au moment de son appel maximal de puissance. 


Pertes - Les livraisons hors province représentent le 
montant de puissance et d’énergie requis pour satisfaire les 
engagements hors province. Les exportations et les livraisons 
interprovinciales sont mesurées a la frontiére, mais dans 
certains cas, la puissance et l’énergie sont utilisées pour la 
livraison a la frontiere. Ceux-ci sont soustraits, car ils ne 
representent pas l'utilisation interne et, par conséquent, 
déforment le taux de croissance provincial. 


La réserve d’une province est l'excédent disponible de 
puissance lorsque tous les engagements ont ete comptabilise, 
qu’ils aient été satisfaits ou non. Elle indique dans quelle 
mesure les réseaux peuvent faire face aux demandes de la 
province ainsi qu’aux imprévus. Comme les réseaux ne sont 
pas tous compléetement interconnectés, les réserves de 
puissance ne peuvent pas toujours étres entierement utilisées. 
Cependant, avec le développement des interconnections, une 
augmentation du partage de la puissance maximale est 
possible, particulierement quand lappel maximale de 
puissance des provinces arrive a des temps différent. Alors, 
les reserves rapportées dans cette publication peuvent étre 
sous-é€valuer. 


Il convient en plus de souligner que l’appel maximal 
garanti reductible, represente la puissance que la centrale qui 
approvisionne compte fournir aux clients qui possedent un 
contrat d’entente d’appel maximal garanti réductible, excepte 
sous des conditions extraordinaires. Alors, ce pouvoir 
réeductible pourrait étre considereé comme faisant partie de la 
reserve de la centrale, guand ces conditions extreme 
s appliquent. 
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TABLE 1. Capability, Peak Load and Energy Requirements - Canada 


Actual =4R6ed 26 «© js puting se Forecast — Prévisions 
Winter — Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 43,681 57,005 57,501 57,385 58,199 59,827 61,928 
2 Steam 22,726 23,989 249,710 25,081 26,3492 26,898 27,187 
3 Nuclear 5,248 11,329 11,889 11,899 11,542 13,304 15,966 
4 Internal combustion 499 463 475 474 481 500 504 
5 Combustion turbine ee EES) 1,938 2,067 2,074 2,114 2,681 2,923 
6 Total 74,153 94,724 96,642 96,913 98,678 103,210 107,508 
Contracts for receipts of firm power: 
7 United States 15 402 752 952 652 652 602 
8 Other provinces eee eee cee eee eee eee eee 
9 Total receipts 15 402 752 952 B52 852 602 
Contracts for deliveries of firm power: 
10 United States 637 B44 872 B52 973 978 884 
11 Other provinces eee eee eee cee eee eee eee 
12 Total deliveries 637 B44 872 B52 973 978 884 
13° TOTAL NET CAPABILITY(6+9- 12) 73,531 94,282 96,522 97,013 98 ,557 103,084 107,426 
14 Contractual losses - interprov. deliveries eee eee eee eee eee eee eee 
15 ee - - exports 32 31 32 39 39 42 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 73,531 94,250 96,491 96,981 98,518 103,045 107,384 
PEAK LOAD 
17 Net power generation 79,866 61,379 78,296 
18 Receipts from the United States 119 498 (ney) 
19 Receipts from other provinces 6,019 4,547 6,190 
20 Deliveries to the United States 1,716 2,030 1,128 
21 Deliveries to other provinces 5,982 5,349 5,502 
22 Peak met 55,188 78,296 78,995 60,451 
23 Non firm load 5 1,044 464 274 
24 Firm peak met(22-23) 55,183 77,252 78,531 60,177 
25 Firm load not met 489 772 1,511 
26 Indicated firm peak(24+25) 55,672 77 sane 79,303 681,688 
27 Losses — interprovincial deliveries eee eee eee eee 
26 * —- exports 107 62 71 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 55,672 77,145 79,221 81,617 85,300 87,382 89,912 
30 RESERVE (16 = 29) 17,859 17,105 17,270 15 5364 13,197 15,630 17,394 
31 Firm load curtailable 935 1,828 1,653 1,880 1,942 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GwW.h 
Net generation 
32 Hydro 243,193 314,060 304,511 287,626 
33 Steam 73,656 92.711 103,836 115,427 
34 Nuclear 33,272 72,883 78.176 75,350 
35 Internal combustion 1,134 839 863 920 
36 Combustion turbine 1,796 3,150 3,267 3,954 
37 Total 353,051 483 ,643 490,653 482,777 
Receipts of energy: 
38 United States 2,295 3,471 6,212 12,971 7,009 563 2,031 
39 Other provinces 49,846 48.564 41,562 38,154 37,580 38.414 39,269 
40 Total receipts 52,141 51,935 47.774 Siees 449,589 38,977 41,300 
Deliveries of energy: 
41 Firm: United States 6.692 8.793 8,330 8,377 11,264 12,819 12,962 
42 Other provinces 39,861 33,501 34,153 29,281 35,280 35,180 35,241 
43 Non firm: United States 29,687 38,632 25.726 13951 
44 Other provinces 9,984 149,963 7,408 8,871 
65 Total deliveries 81.224 95,889 75.617 60.480 
46 TOTAL AVAILABLE(37 + 40 - 45) 323,968 439,689 462,810 473,422 
47 Internal non—firm deliveries 3.397 13.929 8.724 307 
S68 Losses - interprovincial deliveries eee eee eee aac 
49 ge - exports 1,191 2.105 1,243 6768 


BO WET FIRM ENERGY AVAILABLE 319,380 423,655 452,843 472,437 479 ,832 496,518 510,702 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Canada 


Percentage change — Compounded 
Forecast -— Prévisions 


Pourcentage de variation — Composé 
Winter — Hiver 
1979 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
61,896 63,688 71,648 Hydro 1 
27,3907 26,218 30,668 Vapeur ia 
14,692 19,687 15,4956 Nucléaire 3 
507 513 524 Combustion interne 4 
3,164 3,214 3,525 Turbine a combustion 5 
108 , 166 110,320 121,921 2.71 2.62 2.32 Total 6 
Contrats de réceptions de puissance garantie: 

502 502 1,303 Etats-Unis 7 

eee eee eee Autres provinces & 

502 502 AnSsOS Réceptions totales 9 

Contrats de livraisons de puissance garantie: 
1,384 1,389 26517 Etats-Unis 10 
eee eee eee Autres provinces h4] 
1,384 17389 ra le Wid Livraisons totales 12 
107,284 109 ,433 120,707 2.81 2.44 2.21 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
eee eee eee Pertes contractuelles -— livraisons inter prov. 14 
ve 92 165 2p Wy - exportations 15 
107,192 109,341 120,542 2.80 2.42 2.19 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-16-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait( 22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24¢ + 25) 26 
Pertes — livraisons inter province 27 
vs - exportations 28 
91,386 93,184 101,869 3.90 2.67 2.24 APPEL MAXIMAL INTERNE INDIQUE (26°27-28) 29 
15,688 15,872 18,111 RESERVE (16 = 29) 30 
1,994 2,094 2,030 Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 = 
1989 1994 1399 
Gu.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine 4 combustion 36 
Total 37 
Réceptions d' énergie: 

522 297 99 Etats-Unis 38 
38,941 38.774 43,126 Autres provinces 39 
39,463 39,071 43,225 Réceptions totales 40 

Livraisons d'énergie: 
14,260 15,395 25,004 Garantie: Etats-Unis 41 
349,972 34,000 36,456 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces aS 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
- exportations 49 


524,353 534,509 591,897 3.99 2.49 2.27 ENERGIE GARANTIE DISPONIBLE BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Island) 


No. 


euhan 


WON 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses —- interprov. deliveries 
id + - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met( 22-23) 

Firm load not met 

Indicated firm peak(24425) 

Losses —- interprovincial deliveries 
re —- exports 


INDICATED INTERNAL FIRM PEAK( 26-27-28) 
RESERVE (16 = 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 

Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 = 4B) 
Internal non-firm deliveries 

Losses - interprovincial deliveries 


ve - exports 


NET FIRM ENERGY AVAILABLE 


Actual — Réel 


1979 1987-88 
MW 
B46 1,138 
322 470 
49 53 
158 158 
1,375 1,819 
1,375 1,819 
1,375 1,819 
1,308 
1,033 1,308 
1,033 1,308 
1,033 1,308 
1,033 1,308 
342 511 
1979 1987 
GW.h 
3,873 4.4953 
1,317 2,266 
65 78 
4 52 
5,259 6,849 
5,259 6,849 
5,259 6,849 


Forecast — Prévisions 


Winter — Hiver 


1988-89 1989-90 1990-91 1991-92 1992-93 
1,191 1,199 1,149 1,149 1,149 
493 515 515 515 515 
47 47 47 47 47 
158 158 158 158 158 
1,839 1,869 1,869 1,869 1,869 
1,839 1,869 1,869 1,869 1,869 
1,839 1,869 1,869 1,869 1,869 
1,454 15516 
1,959 1,516 
1,959 1,516 
1,959 1,516 
1,454 1,516 1,438 1,489 1,561 
385 353 431 380 308 
1988 1989 1990 1991 1992 
5.792 5,314 
1,420 2,026 
7% 63 
4 5 
7,290 7,408 
7,290 7,408 
7,290 7,408 7,449 7,760 7,953 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Terre-Neuve (fle) 
oo th eS le ot ee ek ee ER ti RE BE ey de a A ee SP ee ee TE ee 


Forecast — Prévisions 


Winter — Hiver 


1993-94 1994-95 


Percentage change — Compounded 


Pourcentage de variation — Composé 


1999-2000 


1979 1989-90 1988-89 
1989-90 1994-95 1999-2000 


No. 


ee Eee 


MW 


1,919 


1,919 


1,619 
300 


1993 


GW. 


8,126 


1,969 


1,969 


1,668 
301 


1994 


8,306 


1,210 
515 
47 
308 
2,080 3.12 1.04 1.07 
845 
845 
2,925 3.12 1.04 4.58 
2,925 3.12 1.04 4.58 
1,810 3.91 1.92 1.78 
1,115 
1979 1989 1989 
1999 a a 
1989 1994 1999 
2,829 
2,829 
9,079 3.48 2.31 2.05 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


Hydro 

Vapeur 

Nucléaire 

Combustion interne 
Turbine 4 combustion 


Total 


Contrats de réceptions de puissance garantie: 
Etats-Unis 

Autres provinces 

Réceptions totales 


Contrats de livraisons de puissance garantie: 
Etats-Unis 

Autres provinces 

Livraisons totales 


TOTAL DE LA PUISSANCE MAXIMALE 
POSSIBLE NETTE(6 + 9 = 12) 


Pertes contractuelles — livraisons inter prov. 
2 us —- exportations 


PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 


APPEL MAXIMAL 


Production de puissance nette 
Réceptions des Etats Unis 
Réceptions des autres provinces 
Livraisons aux Etats Unis 
Livraisons 4 d'autres provinces 
L’'appel maximal satisfait 
Charge non garantie 
Appel maximal garanti satisfait( 22-23) 
Appel maximal garanti non satisfait 
Appel maximal garanti indiqué (24 + 25) 
Pertes — livraisons inter province 

eS - exportations 


APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 
RESERVE (16 - 29) 


Appel maximal garanti réductible 


ENERGIE 


Production nette: 
Hydro 

Vapeur 

Nucléaire 

Combustion interne 
Turbine 4 combustion 


Total 


Réceptions d'’énergie: 
Etats-Unis 

Autres provinces 
Réceptions totales 


Livraisons d’énergie: 
Garantie: Etats-Unis 


Autres provinces 


Non garantie: Etats-Unis 
Autres provinces 


Livraisons totales 

TOTAL DISPONIBLE(37 + 40 - 45) 
Livraisons non garanties intérieures 
Pertes - livraisons inter provinces 


W - exportations 


ENERGIE GARANTIE DISPONIBLE 


euhuan— 


w ON 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Labrador) 


Actdal=~*Ré6ed:! ba ee ee Forecast — Prévisions 
Winter —- Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 5,445 5.9495 5.995 5,995 5,945 5,945 5.9495 
2 Steam 7 7 7 7 7 Z 7 
3 Nuclear 
& Internal combustion 21 27 26 29 29 29 29 
5 Combustion turbine rae) 25 
6 Total 5,473 5,479 5,478 5,481 5,481 5,506 5,506 
Contracts for receipts of firm power: 
7 United States 
8 Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 4,295 4,256 4,256 4,256 4,256 4,296 4,292 
12 Total deliveries 4,295 4,256 4,256 4,256 4,256 4,296 4,292 
13° TOTAL NET CAPABILITY(6+9- 12) 1,178 1,223 1,222 1,225 1,225 1,260 1,260 
14 Contractual losses — interprov. deliveries 145 195 145 105 105 105 105 
15 as Le - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 1,033 1,078 1,077 1,120 1,120 1,155 1, 155 
PEAK LOAD 
17 Net power generation 5.734 5,598 5,608 
16 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 5,309 5,091 5,114 
22 Peak met 473 425 507 494 
23 Non firm load 
2 Firm peak met(22-23) 473 425 507 494 
25 Firm load not met 
26 Indicated firm peak(24+25) 473 425 507 494 
27 Losses — interprovincial deliveries 160 180 173 126 
28 a - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 293 245 334 368 377 388 388 
30 RESERVE (16 = 29) 740 833 743 752 743 767 767 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 38,355 33,357 SSr953 27,4990 
33° Steam 23 
34 Nuclear 
35 Internal combustion 30 24 26 26 
36 Combustion turbine 
37 Total 38,385 33,404 33,959 27,518 
Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 35.290 30,392 30,727 249,370 30,706 30,686 30,615 
43 Non firm: United States 
a5 Other provinces 
45 Total deliveries 35.290 30,392 30,727 24.370 
46 TOTAL AVAILABLE(37 + 40 - 45) 3,095 3,012 3,232 3,148 
47 Internal non—¢irm deliveries 
468 Losses —- interprovincial deliveries 670 $80 595 466 


49 “ - exports 


BO WET FIRM ENERGY AVAILABLE 2,425 2,432 2,637 2,662 2,744 2,782 2,790 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Terre-Neuve (Labrador) 


Forecast — Prévisions 


Winter — Hiver 


Percentage change — Compounded 


Pourcentage de variation — Composé 


1379 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
5,445 5.445 6,365 Hydro 1 
7 7 7 Vapeur 2 
Nucléaire 3 
293 (a) 29 Combustion interne 4 
25 25 25 Turbine & combustion 5 
5,506 5,506 6,426 0.01 0.08 1.60 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
4,296 4,296 5,140 Autres provinces 11 
4,296 4,296 5.140 Livraisons totales 12 
1,260 1,260 1,286 0.38 0.55 0.48 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
105 105 126 Pertes contractuelles -— livraisons inter prov. 14 
a Wd - exportations JS 
1,155 1,155 1,160 0.81 0.61 0.34 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces AD 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(26 + 25) 26 
Pertes -— livraisons inter province 27 
» - exportations 268 
389 389 417 2.30 ie 1.26 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
766 766 743 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
13729 1989 1989 
1993 1994 1999 : a 
1989 1994 1999 
GwW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine &@ combustion 36 
Total 37 
Réceptions d'’énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d'énergie: 
Garantie: Etats-Unis 41 
30,615 30,615 33,505 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
ae - exportations 49 
2,793 2,797 2,887 0.93 0.98 0.861 ENERGIE GARANTIE DISPONIBLE BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Newfoundland (Total) 


Gquhan— 


wan 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses —- interprov. deliveries 
Ld ay - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met( 22-23) 

Firm load not met 

Indicated firm peak(24+25) 

Losses -— interprovincial deliveries 
nm - exports 


INDICATED INTERNAL FIRM PEAK( 26-27-28) 
RESERVE (16 = 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 = 45) 
Internal non—-Firm deliveries 

Losses - interprovincial deliveries 


2 - exports 


NET FIRM ENERGY AVAILABLE 


Actual — Réel 


1979 


MW 


6,291 
329 


70 


158 
6,848 


4,295 
4,295 


2,553 


145 


2,408 


1,506 
1,506 


1,506 
180 


1,326 
1,082 


1979 


35.290 


1987-88 


6,583 
477 


60 


158 
7,298 


4,256 
4,256 


3,042 


145 


2,897 


7,042 


5,309 
1,733 


1,733 


1,733 
180 


1,553 


15344 


1987 


30,392 


30.392 


9,86) 


580 


9,281 


Winter — Hiver 
1988-89 1989-90 
6,586 6,594 
500 522 
73 76 
158 158 
75317 7,350 
4,256 4,256 
4,256 4,256 
3,061 3,094 
145 105 
2,916 2,989 
7,052 7.124 
5,091 5,114 
1,961 2,010 
1,961 2,010 
1,961 2,010 
173 126 
1,788 1,884 
1,128 1,105 
1988 1989 
S720 32,804 
1,920 2,026 
100 91 
4 5 
41,249 34,926 
30,727 24.370 
30.727 24.370 
10,522 10,556 
595 486 
9,927 10,070 


Forecast — Prévisions 


1990-91 


6,594 
522 


76 
158 
75350 


4,256 
4,256 


3,094 


105 


2,989 


1,815 
1,174 


1990 


30,706 


10,193 


1991-92 


6,594 
522 


76 
183 
7,375 


4,296 
4,296 


3,129 


105 


3,024 


1,877 
1,147 


1991 


30,686 


10,542 


1992-93 


6,594 
522 


76 
183 
7,375 


4,292 
4,242 


3,129 


105 


3,024 


1,949 
1,075 


1992 


30,615 


10,743 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Terre-Neuve (Total) 
re ae a EE FY LL a a a A Rl ela lt 


Forecast — Prévisions 


Winter - Hivor 


1993-94 1 


MW 


4-296 
4,296 
3,179 


105 


3,074 


2,008 


1,066 


1993 


GW.h 


30,615 


10,919 


994-95 


4,296 
4,296 


3,229 


105 


3,124 


2,057 
1,067 


1994 


30,615 


11,103 


Percentage change ~ Compounded 


Pourcentage de variation — Composé 


Ss _ 


1999-2000 


1979 1989-90 1988-89 
1989-90 1994-95 1999-2000 No. 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


7,575 Hydro 1 
522 Vapeur 2 
Nucléaire z 
76 Combustion interne 4 
333 Turbine 4 combustion 5 
8,506 0.71 0.34 1.47 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis vA 
845 Autres provinces 8 
845 Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
5,140 Autres provinces 11 
5,140 Livraisons totales 12 
6,211 1.93 0.85 3.13 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
126 Pertes contractuelles - livraisons inter prov. 14 
Uy ue - exportations 15 
4,085 2.18 0.88 3.17 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette Tz 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué (24 + 25) 26 
Pertes -— livraisons inter province 27 
Ue - exportations 28 
2,227 3.57 1.76 1.69 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
1,858 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1999 pe 
1989 1994 1999 
ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine 4 combustion 36 
Total 37 
Réceptions d’ énergie: 
Etats-Unis 38 
2,829 Autres provinces 39 
2,829 Réceptions totales 40 
Livraisons d’ énergie: 
Garantie: Etats-Unis 41 
S25 505 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 45 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
Ae - exportations 49 
11,966 2.74 1.96 1.74 ENERGIE GARANTIE DISPONIBLE BO 


18 


TABLE 1. Capability, Peak Load and Energy Requirements - Prince Edward Island 


Actuais—"Reell 26. ee ee Forecast — Prévisions 
Winter - Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 
2 Steam 67 65 65 65 65 65 65 
3 Nuclear 
4% Internal combustion 6 10 10 10 10 10 10 
5 Combustion turbine 39 39 39 39 <e) 39 39 
6 Total 112 114 114 114 114 114 114 
Contracts for receipts of firm power: 
7 United States 
6 Other provinces 24 29 34 94 49 49 
9 Total receipts 24 29 34 a4 49 49 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 
13° TOTAL NET CAPABILITY(6+9-12) 112 138 143 148 158 163 163 
14 Contractual losses - interprov. deliveries 
15 af 2 —- exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 112 138 143 148 158 163 163 
PEAK LOAD 
17 Net power generation 17 65 48 
168 Receipts from the United States 
19 Receipts from other provinces 112 62 85 
20 Deliveries to the United States 
21 Deliveries to other provinces 
22 Peak met 98 119 127 133 
23 Non firm load 5 6 6 6 
24 Firm peak met(22-23) 93 113 121 127 
25 Firm load not met 
26 Indicated firm peak(24+25) oS CTS 121 127 
27 Losses — interprovincial deliveries 
28 . - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 93 113 121 127 132 135 139 
30 RESERVE (16 = 29) 19 25 22 21 26 28 24 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 
33 Steam 147 51 78 97 
34 Nuclear 
35 Internal combustion 1 
36 Combustion turbine 4 6 7 8 
37 Total 151 58 85 105 
Receipts of energy: 
38 United States 
39 Other provinces 361 591 606 623 668 688 710 
40 Total receipts 361 591 606 623 668 688 710 
Deliveries of energy: 
41 Firm: United States 
G2 Other provinces 
S63 Non firm: United States 
SS Other provinces 
S65 Total deliveries 
46 TOTAL AVAILABLE(37 + 40 - 45) 512 649 691 728 


467 Internal non-firm deliveries 
6B Losses - interprovincial deliveries 
49 - exports 


BO WET FIRM ENERGY AVAILABLE B52 649 691 728 763 783 805 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - 2le-du-Prince-édouard 


Forecast - Prévisions 


Winter - Hiver 


Percentage change — Compounded 


Pourcentage de variation — Composé 


A979) 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
Hydro 1 
65 65 65 Vapeur 2 
Nucléaire 3 
10 10 10 Combustion interne 4 
39 39 39 Turbine & combustion 5 
114 114 114 0.17 0.00 0.00 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
54 59 79 Autres provinces 8 
54 59 ee) Réceptions totales t) 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
168 173 193 2.82 3.15 2.69 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 14 
Ls wg - exportations 15 
168 173 193 2.82 3.15 2.69 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes — livraisons inter province aor 
= - exportations 28 
144 148 166 3.16 3.10 2.71 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
24 25 27 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 eS 
1989 1994 1999 
GwW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine &@ combustion 36 
Total 37 
Réceptions d'énergie: 
Etats-Unis 38 
741 769 885 Autres provinces 39 
7491 769 685 Réceptions totales 40 
Livraisons d'’énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
nid - exportations 69 
636 864 980 3.58 3.47 3.02 ENERGIE GARANTIE DISPONIBLE ~ BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Nova Scotia 


euhan — 


CON 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses — interprov. deliveries 


ms Lu - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met( 22-23) 

Firm load not met 

Indicated firm peak(24+25) 

Losses - interprovincial deliveries 
Me - exports 


INDICATED INTERNAL FIRM PEAK(26-27-28) 
RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 = 45) 
Internal non—firm deliveries 

Losses - interprovincial deliveries 


ve - exports 


NET FIRM ENERGY AVAILABLE 


Actual — Réel 


1979 


MW 


356 
1,247 


205 


1,808 


1,808 


1,808 


1,159 
1,159 


1,159 


1,159 


649 


1979 


494 
494 


6,B19 


1987-88 


400 
1,914% 


205 
2,019 


2,019 


2,019 


1,871 


1987 


787 
6,959 


10 
7,751 


659 
659 


8,327 


Winter —- Hiver 
1988-89 1989-90 
387 388 
1,430 1,430 
222 222 
2,039 2,040 
2,039 2,040 
2,039 2,040 
1,654 1,708 
1 1 
1,653 1,707 
93 60 
1,560 1,627 
1,560 1,627 
1,560 1,627 
479 413 
1988 1989 
edie 970 
7,730 6,133 
27 68 
8,890 9,171 
186 4493 
186 4493 
>) 
166 332 
166 341 
8,910 9,273 
3 ra 
8,907 9,248 


1990-91 


388 
1,430 


2e2 
2,040 


2,040 


2,040 


1990 


10,195 


Forecast — Prévisions 


1991-92 


388 
1,580 


cee 
2,190 


2,190 


2,190 


1,914 
276 


1991 


10,485 


1992-93 


388 
1,580 


222 
2,190 


2,190 


2,190 


1,964 
226 


1992 


10,733 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Nouvelle-foosse 

at Pe el Ae en oe he ee ll a a SO eT a ee ee is Oe ee ale ee 
Percentage change — Compounded 

Forecast — Prévisions 


Pourcentage de variation — Composé 
Winter - Hiver 


1979 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


388 388 388 Hydro 1 
1,795 1,795 2,029 Vapeur re 
Nucléaire 3 
Combustion interne 4 
222 222 222 Turbine & combustion 5 
2,355 2,355 2,739 1.21 2.91 2.99 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis ? 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales Ve 
2,355 2,355 2,739 1.21 2.91 2.99 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 14 
¥ as — exportations 15 
2,355 2,355 2,739 1.21 2.91 2.99 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette ure 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(26 + 25) 26 
Pertes ~ livraisons inter province 27 
Lv - exportations 28 
2,017 2,070 2,410 3.44 4.93 4.01 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
338 285 329 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 
1989 1994 1999 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d’énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d’énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 * 40 = 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
a —- exportations 49 


10,988 11,236 12,885 3.55 3.95 3.37 ENERGIE GARANTIE DISPONIBLE -T) 
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TABLE 1. Capability, Peak Load and Energy Requirements - New Brunswick 


Ae CG as a9 R66). 2 te he Forecast — Prévisions 
Winter —- Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 675 926 924 819 939 939 939 
2 Steam 1,628 1,997 1,699 1,539 1,786 1,786 1,786 
3 Nuclear 633 635 635 635 635 635 
G4 Internal combustion 5 S 4 SG 4 4 4 
5 Combustion turbine 27 18 23 48 48 548 548 
6 Total 2,335 3,028 3,230 3,045 3,412 3,912 3,912 
Contracts for receipts of firm power: 
7 United States 2 2 2 2 2 2 
8 Other provinces 100 150 lr) 250 350 
9 Total receipts 2 102 152 127 252 352 
Contracts for deliveries of firm power: 
10 United States 461 301 307 307 307 307 267 
11 Other provinces 20 P43) 35 45 450 450 
12 Total deliveries 461 Sead 332 342 352 757 717 
13° TOTAL NET CAPABILITY(6+9-12) 1,874 2,709 3,000 2,855 3,187 3,407 3 B47 
14 Contractual losses -— interprov. deliveries 5 5 
15 re Ue - exports 2 2 2 2 2 2 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 1,874 2,707 2,998 2,853 3,185 3,400 3,540 
PEAK LOAD 
17 Net power generation 2,979 2,803 2,721 
18 Receipts from the United States 4 
19 Receipts from other provinces 246 220 405 
20 Deliveries to the United States 318 609 459 
21 Deliveries to other provinces 449 39 
22 Peak met 1,504 2,409 2.370 2-628 
23 Non firm load 42 40 67 
24 Firm peak met(22-23) 1,504 2,367 2,330 2,561 
25 Firm load not met 
26 Indicated firm peak( 24425) 1,504 2,367 2,330 2,561 
27 Losses — interprovincial deliveries 1 1 
28 J - exports 10 19 4 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 1,504 2,357 2,310 2,556 2,661 2,743 2,819 
30 RESERVE (16 = 29) 370 350 688 297 B24 657 721 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GwW.h 
Net generation 
32 Hydro 3,136 2,296 2,615 2,389 
33 Steam 6,070 Sse72 Tatra 9,877 
34 Nuclear 5,107 5,342 5,269 
35 Internal combustion 12 
36 Combustion turbine 2 L 9 
37 Total 9,218 12,634 15,932 17,544 
Receipts of energy: 
38 United States 24 266 216 264 4 5 5 
39 Other provinces Se759 6,598 3,132 3.919 3,418 3.4972 3, S72 
40 Total receipts 3,763 6,864 3,348 3,683 3,422 3,977 35377 
Deliveries of energy: 
41 Firm: United States 2,892 25918 2,9ee erso> SPEEY A 2.357 2,270 
42 Other provinces 108 155 270 668 688 920 
43 Non firm: United States 998 3,822 2,695 2,291 
46 Other provinces g55 Teer 1,209 2,866 
45 Totel deliveries 4.7495 7.4959 6.581 7776 
4@ TOTAL AVAILABLE(37 + 40 - 45) 8,236 12,039 12,699 13,451 
«=? Internal non-Firm deliveries 
*B Losses - interprovincial deliveries 25 49 36 101 
“9 - - exports 144 227 113 97 


SO NET FIRM ENERGY AVAILABLE 8,067 11,763 12,550 13,253 13,804 14,246 14,617 
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TABLEAU 1. Pudssance maximale possible, appel maximal et besoins d’énergie - Nouveau-Brunswick 


i 


Forecast — Prévisions 


Winter - Hiver 


1999-2000 


1989-90 1994-95 


Percentage change — Compounded 


Pourcentage de variation — Composé 


1979 1989-90 1988-89 


1999-2000 


No. 


eee 


1993-94 1994-95 
MW 
939 939 
2,206 2,356 
635 635 
4 4 
548 548 
4,332 4,482 
2 2 
350 
352 2 
267 272 
455 460 
722 732 
3,962 3,752 
5 5 
2 2 
3,955 3,745 
2,906 2,991 
1,049 754 
1993 1994 
GwW.h 
6 6 
2.552 2,002 
2.558 2,008 
2.270 2.310 
951 979 


15,040 15 ,482 


3,397 
420 


1399 


17,230 


2.69 8.02 3.93 
4.30 5.61 2.96 
4.29 5.58 2.95 
5.44 3.19 2.89 
1979 1989 1989 
1989 1994 1999 
5.08 3.15 2.66 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


Hydro 

Vapeur 

Nucléaire 
Combustion interne 


Turbine & combustion 
Total 


Contrats de réceptions de puissance garantie: 


Etats-Unis 
Autres provinces 
Réceptions totales 


Contrats de livraisons de puissance garantie: 


Etats-Unis 
Autres provinces 
Livraisons totales 


TOTAL DE LA PUISSANCE MAXIMALE 
POSSIBLE NETTE(6 + 9 = 12) 


Pertes contractuelles — livraisons inter prov. 


mA UI - exportations 


PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 


APPEL MAXIMAL 


Production de puissance nette 
Réceptions des Etats Unis 
Réceptions des autres provinces 
Livraisons aux Etats Unis 
Livraisons a4 d'autres provinces 
L’'appel maximal satisfait 
Charge non garantie 
Appel maximal garanti satisfait(22-23) 
Appel maximal garanti non satisfait 
Appel maximal garanti indiqué(24 + 25) 
Pertes -— livraisons inter province 

a - exportations 


APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 
RESERVE (16 - 29) 


Appel maximal garanti réductible 


ENERGIE 


Production nette: 
Hydro 

Vapeur 

Nucléaire 

Combustion interne 
Turbine 4 combustion 


Total 


Réceptions d’ énergie: 
Etats-Unis 

Autres provinces 
Réceptions totales 


Livraisons d'énergie: 


Garantie: Etats-Unis 
Autres provinces 


Non garantie: Etats-Unis 
Autres provinces 


Livraisons totales 

TOTAL DISPONIBLE(37 + 40 - 45) 
Livraisons non garanties intérieures 
Pertes - livraisons inter provinces 


i - exportations 


ENERGIE GARANTIE DISPONIBLE 


Gu Lan — 


w On 
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TABLE 1. Capability, Peak Load and Energy Requirements - Quebec 


@uhan — 


wOn 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses —- interprov. deliveries 


Wy a —- exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met(22-23) 

Firm load not met 

Indicated firm peak(24425) 

Losses -— interprovincial deliveries 
sf - exports 


INDICATED INTERNAL FIRM PEAK(26-27-28) 
RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 - 45) 
Internal non—-firm deliveries 

Losses - interprovincial deliveries 


a - exports 


NET FIRM ENERGY AVAILABLE 


Actual - Réel 


1979 


MW 


16,216 
636 


105 


joe 
17,109 


21,991 


21,991 


18,875 
18,875 

489 
19,364 


19 ,364 
2,627 


1979 


3,146 
3,037 


4.517 
5.940 


16,640 
107,902 
3.058 
406 
494 


103,944 


1987-88 


25,459 
664 
685 

61 
340 
27,209 


10 
31,319 


23,963 


5,129 
217 


28,875 

780 
28,095 
28,095 


13 
28 , 082 


3,237 


1987 


-4 
157,562 


30,482 
30,482 


5.263 
2,796 


11,137 
9,791 


28,887 
159, 157 
13.741 
679 
903 


143 ,834 


Winter — Hiver 
1988-89 1989-90 
26,368 26,130 
625 625 
670 670 
49 60 
400 424 
28,112 27,909 
300 500 
5,250 5,200 
5,550 5,700 
150 150 
156 156 
306 306 
33,356 33,303 
9 10 
9 10 
33,338 33,283 
29,381 22.289 
298 738 
3,790 5,046 
265 3 
16 53 
28,188 28,017 
177 
28,011 28,017 
772 1,511 
28,783 29,528 
3 
26 
28,757 29,525 
4,581 3,758 
935 1,190 
1988 1989 
149,106 138,133 
152 1,389 
5,282 4,820 
221 221 
1 45 
149,762 144,608 
86 1,187 
31,358 26,508 
31,994 27,695 
4,921 4.930 
3,020 3,966 
6,942 697 
2,238 135 
W7tiet S778 
164,085 162,575 
8.723 305 
300 170 
630 210 
154 ,432 161,890 


Forecast — Prévisions 


1990-91 1991-92 
26,961 27,550 
625 625 
670 670 

60 61 

462 462 
28,278 29,368 
400 400 
4,257 4,647 
4,657 5,047 
257 257 
181 306 
438 563 
32,497 33,852 
11 20 

17 17 
325469 33,815 
31,027 31,658 
1,442 2,157 
650 1,000 
1990 1991 
31,400 31,4900 
31,400 31,400 
7-700 6,800 
3,900 3,800 
160,030 168 ,570 


1992-93 


28,718 
625 
667 

62 
662 
30,734 


400 
4,607 
5,007 


315 
406 
721 
35,020 
27 


20 
34,973 


32,714 
2,259 


1,050 


1992 


31,410 
31.410 


9,100 
3,700 


173,060 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Québec 
eer ee es Pe Re an i re 5 + 2 1 I | 


Forecast — Prévisions 


Winter - Hiver 


Percentage change — Compounded 


Pourcentage de variation —- Composé 


1979 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
29,168 30,709 35,095 Hydro 1 
625 625 625 Vapeur 2 
662 657 657 Nucléaire 3 
64 65 71 Combustion interne 4 
762 762 1,010 Turbine 4 combustion 5 
31,281 32,818 37,458 5.01 3.28 2.99 Total 6 
Contrats de réceptions de puissance garantie: 

400 400 400 Etats-Unis 7 
4,567 4,527 4,383 Autres provinces 8 
4.967 4,927 4,783 Réceptions totales 9 

Contrats de livraisons de puissance garantie: 

315 315 1,931 Etats-Unis 10 

406 56 Autres provinces 11 

721 371 1,931 Livraisons totales 12 

35,527 37,374 40,810 4.23 2.33 2.05 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
C4 4 Pertes contractuelles — livraisons inter prov. 14 
20 20 93 ns a - exportations 15 
35,480 37,350 40,713 4.23 2.33 2.03 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes — livraisons inter province 27 
a - exportations 28 
33,085 33,630 36,056 4.30 2.64 2.02 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
2,395 3,720 4,657 RESERVE (16 = 29) 30 
1,100 1,150 1,200 Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 —— 
1989 1994 1999 
Gu.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d' énergie: 
Etats-Unis 38 
31,310 31,110 30,760 Autres provinces 39 
31,310 31,7110 30,760 Réceptions totales 40 
Livraisons d'énergie: 
9,200 9,200 18,900 Garantie: Etats-Unis 41 
2,900 2,400 500 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes -— livraisons inter provinces 68 
ne - exportations 49 
178,590 180,620 199,090 4.B3 2.20 2.08 ENERGIE GARANTIE DISPONIBLE BO 


TABLE 1. Capability, Peak Load and Energy Requirements - Ontario 


euhwan — 


w On 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9- 12) 


Contractual losses - interprov. deliveries 
a Xt - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met(22-23) 

Firm load not met 

Indicated #irm peak(24+25) 

Losses —- interprovincial deliveries 
as — exports 


INDICATED INTERNAL FIRM PEAK(26-27-28) 
RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 


Combustion turbine 
Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 - 45) 
Internal non—-firm deliveries 

Losses - interprovincial deliveries 


MY - exports 


NET FIRM ENERGY AVAILABLE 


26 


Actual — Réel 


1979 


MW 


24,983 


24,983 


17,274 
17,274 


17,274 


17,274 
7,709 


1979 


GW.h 


42,308 
32,320 
33,272 
12 
1,321 
109,233 


420 
7,216 
7,636 


340 
11.853 
227 


12.420 


104,449 


104,449 


1987-88 


7,134 
10,444 
10,011 

3 
362 
27,960 


113 
113 
93 
93 


27,980 


27,980 


23,521 


308 
309 


23,520 
23,520 


23,520 


23,520 


4,460 


1987 


34,786 
32,954 
63,116 
1 

986 
131,843 


2,113 
7,034 
9,147 


265 
6.231 
25 


8.521 


132,469 


132,469 


Winter — Hiver 
1988-89 1989-90 
6,946 7,163 
11,138 11,063 
10,584 10,594 
9 9 
414 414 
29,091 29,243 
114 94 
114 94 
28,977 29,149 
28,977 29,149 
249,279 22,742 
(9 1,293 
263 265 

766 

23,778 24,300 
23,778 24,300 
23,778 24,300 
23,778 24,300 
5,199 4,849 
482 
1988 1989 
38,500 38,792 
36,016 36,633 
67,852 65.261 
2 2 
935 1,012 
143,005 141,700 
2,491 7,900 
2,832 2,924 
5,323 10,324 
383 329 
7,056 4,027 
60 176 
Teai9 4.532 
140,809 167,492 
160,809 147,492 


1990-91 


108 
108 


29,378 


2 


29,376 


25 B42 
3,834 


647 


1990 


6,631 
1,915 
8.546 


200 


149,460 


1991-92 


112 
112 


31,136 


31,134 


26,274 
4,860 


727 


1991 


100 
2.715 
2,815 


600 


153,189 


Forecast — Prévisions 


1992-93 


33 5499 


33,499 


26,824 
6,675 


739 


1992 


1,600 
3,639 
5,239 


730 


158 , 234 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Ontario 
eee eee eee nea Seer et et ee eS Ca ene ginny Lei ddl Ned vie ee Pe Be ae ee Cet 


Forecast — Prévisions 


Winter - Hiver 


Percentage change — Compounded 


Pourcentage de variation — Composé 


1979 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
7127 7-193 8,187 Hydro 1 
11,783 11,769 12,630 Vapeur 2 
13,395 13,395 19,164 Nucléaire 3 
9 9 9 Combustion interne 4 
416 416 421 Turbine 4 combustion 5 
32,730 32,782 355411 1.67 2.31 1.92 Total 6 
Contrats de réceptions de puissance garantie: 
200 Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
32,730 32,782 35,611 1.55 2.37 2.02 TOTAL DE LA PUISSANCE MAXIMALE 5 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles -— livraisons inter prov. 19 
3 hid - exportations 15 
32,730 32,782 35,611 1.55 2.37 2.02 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons a d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 29 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes -— livraisons inter province 27 
at - exportations 28 
27,310 27,810 30,210 3.47 2.73 2.20 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
5,420 4,972 5,401 RESERVE (16 = 29) 30 
741 7491 677 Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 at 
1989 1994 1999 
GwW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur oS 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d'énergie: 

250 200 Etats-Unis 38 
G,012 4.4996 8,264 Autres provinces 39 
4.262 4,696 8,264 Réceptions totales 40 

Livraisons d' énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 468 
a - exportations 49 
161,470 165,027 181,407 3.51 2.26 2.08 ENERGIE GARANTIE DISPONIBLE BO 


TABLE 1. Capability, Peak Load and Energy Requirements - Manitoba 


28 


euhwan — 


WON 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses — interprov. deliveries 


- u, - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non #irm load 

Firm peak met(22-23) 

Firm load not met 

Indicated #irm peak( 24425) 

Losses -— interprovincial deliveries 
m - exports 


INDICATED INTERNAL FIRM PEAK( 26-27-28) 
RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 - 45) 
Internal non-firm deliveries 

Losses - interprovincial deliveries 


Es —- exports 


NET FIRM ENERGY AVAILABLE 


Actual — Réel 


1979 


MW 


3,620 
416 


29 


24 
4,089 


74% 
74% 


106 
350 
456 


3,707 


3,707 


1979 

GW.h 
20,4943 
133 
50 
20,626 
504 


725 
1,299 


303 
1,133 


3,778 
1,941 


7.155 
14,770 
Me) 

123 
375 


14,213 


1987-88 


3,620 
316 


26 

24 
3,986 
300 


300 


4,286 


3,683 
189 
136 
399 

3,337 

3,337 

3,337 

25 
11 
3,301 


985 


1987 


19,312 
568 


32 
19,912 
512 


1,220 
1,732 


501 
190 


2,960 
2.136 


5.787 
15,857 
39 

108 
328 


15 ,382 


Winter — Hiver 

1988-89 1989-90 
3,384 3,592 
401 303 
16 17 
3,801 3,912 
300 300 
300 300 
4,101 6,212 
4,101 6,212 
3,975 3,365 
298 
194 182 

90 
178 199 
3,401 3,596 
3,401 3,596 
3,401 3,596 
6 7 

7. 
3,388 3,589 
713 623 
1988 1989 
1Sps7? 18,329 
912 420 
25 26 
16,316 18,775 
1,969 1,951 
Weer 1,223 
3,096 2,674 
343 243 
243 658 
286 1,045 
1,667 1,865 
2,959 3,811 
16,873 17,638 
1 2 
63 129 
57 99 
16,752 17,408 


Forecast — Prévisions 


1990-91 


4,007 
371 


18 


4,396 


300 


300 


4,696 


4,696 


3,547 
1,149 


1990 


263 


263 


438 


18,212 


1991-92 


4,536 
371 


20 


4,927 


300 


300 


5,227 


5,227 


3,633 
1,594 


1991 


263 


263 


438 


18 ,B72 


1992-93 


4,943 
371 


20 


5,334 


300 


300 


5,634 


5,634 


3,730 
1,904 


1992 


263 


263 


438 


19,046 | 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Manitoba 
a et eS ee eS ee ee ee re 
Percentage change — Compounded 


Forecast -— Prévisions 


Pourcentage de variation — Composé 
Winter - Hiver 


1979 1989-90 1988-89 
1993-94 1994-95 1999-2000 eeoinde 
1989-90 1994-95 1999-2000 No. 
ee es ee A a See SS a ee are 
MW 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


4,943 4,943 5,218 Hydro 1 
371 371 371 Vapeur 2 
Nucléaire 3 
20 20 20 Combustion interne 4 
Turbine 3 combustion 5 
5,334 5,334 5,609 0.45 6.39 3.66 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis ? 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
500 500 500 Etats-Unis 10 
200 Autres provinces 11 
500 500 700 Livraisons totales 12 
4,834 4,834 4,909 1.28 2.78 1.54 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
20 Pertes contractuelles - livraisons inter prov. 19 
50 50 50 ul) ah - exportations 15 
4,784 4,784 4,839 1.28 2.56 1.39 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’'appel maximal satisfait ae 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes —- livraisons inter province 27 
- exportations 26 
3,827 3,921 4,314 3.50 1.78 1.86 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
957 863 525 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 
1989 1994 19995 
GwW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 4 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d’énergie: 
175 Etats-Unis 38 
Autres provinces 39 
175 Réceptions totales 40 
Livraisons d' énergie: 
2,365 3,460 3,285 Garantie: Etats-Unis 41 
1,402 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 468 
" - exportations 49 


19 ,B94 20,141 22,626 2.04 2.94 2.65 ENERGIE GARANTIE DISPONIBLE Le) 
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TABLE 1. Capability, Peak Load and Energy Requirements - Saskatchewan 


Actual -— Réel Forecast - Prévisions 
Winter -— Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 585 847 847 847 847 847 847 
2 Steam 1,257 aaah jpar7ue 1,713 vice 1,713 1,932 
3 Nuclear 
4 Internal combustion 9 1 3 3 3 3 3 
5 Combustion turbine 100 136 136 136 136 136 136 
6 Total 1,951 2,697 2,699 2,699 2,699 2,699 2,918 
Contracts for receipts of firm power: 
7 United States 100 150 150 150 150 100 
6 Other provinces 5 157 157 157 157 
9 Total receipts 100 155 307 307 307 257 
Contracts for deliveries of firm power: 
10 United States 100 100 100 100 100 100 
11 Other provinces 74% 3 3 3 3 1 1 
12 Total deliveries 74% 103 103 103 103 101 101 
13° TOTAL NET CAPABILITY(6+9- 12) 1,877 2,694 2,751 2,903 2,903 2,905 3,074 
146 Contractual losses - interprov. deliveries 
15 = = - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 1,877 2,694 2,751 2,903 2,903 2,905 3,074 
PEAK LOAD 
17 Net power generation 2,202 2,166 2-995 
18 Receipts from the United States 129 122 
19 Receipts from other provinces 3 
20 Deliveries to the United States 10 
21 Deliveries to other provinces 96 
22 Peak met 1,721 2,201 2,295 2,971 
23 Non firm load 
29 Firm peak met(22-23) driest 2,201 27295 2,971 
25 Firm load not met 
26 Indicated firm peak(24+25) Leer st 2,201 2reo> 2,971 
27 Losses — interprovincial deliveries 
28 de - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 1,721 2,201 2,295 2,471 2,526 2,600 2,689 
30 RESERVE (16 = 29) 156 493 456 432 377 305 385 
31 Firm load curtailable 156 156 153 153 
1397.9 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 2,915 3,189 2,343 2,059 
33° Steam 6,636 9,235 10,534 10,600 
34 Nuclear 
35 Internal combustion 22 11 7 3 
36 Combustion turbine 45 26 75 84 
37 Total 9,118 12,461 12,959 13,526 
Receipts of energy: 
38 United States 84 315 142 108 192 160 
39 Other provinces 1,297 1,263 1,370 14155 173 133 132 
40 Total receipts 1,297 1,347 1,685 ene 281 325 292 
Deliveries of energy: 
41 Firm: United States 88 88 88 
42 Other provinces 3 53 5 re S} Ki 3 
43 Non firm: United States L135 57 75 
4S Other provinces 771 1,168 1,105 1016 
45 Total deliveries 774 1.334 1,167 1,198 
46 TOTAL AVAILABLE(37 + 40 = 485) 9,591 12,474 13,477 13,625 
47 Internal non—¢irm deliveries 260 
468 Losses - interprovincial deliveries 61 56 57 
49 Me - exports 


BO WET FIRM ENERGY AVAILABLE 9,311 12,407 13,421 13,568 14,387 14,865 15,417 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d’énergie - Saskatchewan 
a cS a id A brain es Serene e berate ee EE ee eee 


Percentage change — Compounded 
Forecast — Prévisions 


Pourcentage de variation —- Composé 
Winter - Hiver 
1379 1989-90 1988-89 
1993-94 1994-95 1999-2000 A 
1989-90 1994-95 1999-2000 No. 


MW 
PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


847 882 882 Hydro 1 

1,932 1,932 2,212 Vapeur rl 

: Nucléaire 3 

3 &} 3 Combustion interne 4 

186 186 236 Turbine 4 combustion 5 

2,968 3,003 3,333 3.30 2.15 2.12 Total 6 
Contrats de réceptions de puissance garantie: 

100 100 100 Etats-Unis 7 
157 132 132 Autres provinces 8 
257 232 232 Réceptions totales 9 

Contrats de livraisons de puissance garantie: 
100 100 100 Etats-Unis 10 
1 126 126 Autres provinces 11 
101 226 226 Livraisons totales 12 
3,124 3,009 3,339 4.45 0.71 1.41 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 14 
a UJ - exportations 15 
3,124 3,009 3,339 4.45 0.71 1.41 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
- APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
a - exportations 28 
2,788 2,829 3,087 3.68 2.73 2.25 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
336 180 252 RESERVE (16 = 29) 30 
153 153 153 Appel maximal garanti réductible 31 
1979 1989 1989 
1993 1994 1999 eee 
1989 1994 1999 
GW.h ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d’ énergie: 

88 88 88 Etats-Unis 38 
320 390 381 Autres provinces 39 
408 478 469 Réceptions totales 40 

Livraisons d'énergie: 
68 68 88 Garantie: Etats-Unis 41 
3 3 3 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 4S 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 4B) 46 
Livraisons non garanties intérieures 4&7 
Pertes - livraisons inter provinces 68 
a - exportations 49 


16,015 16,298 18 ,039 3.84 3.73 2.89 ENERGIE GARANTIE DISPONIBLE BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Alberta 


Actual - Réel Forecast — Prévisions 


Winter —- Hiver 


1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 601 795 795 795 795 795 795 
2 Steam 4,116 6,100 5,853 6,978 6,774 7-180 7,180 
3 Nuclear 
4% Internal combustion 37 14 54 30 30 30 30 
5 Combustion turbine 305 478 497 455 455 497 539 
6 Total B,259 75387 7,199 7,758 8,054 8,502 8,544 
Contracts for receipts of firm power: 
7 United States 1 
8 Other provinces 
9 Total receipts 1 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 
13° TOTAL NET CAPABILITY(6+9-12) 5,260 7,387 7,199 7,758 8,054 8,502 8 ,B44 
14 Contractual losses —- interprov. deliveries 
15 2) we - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 5,260 7,387 7,199 7,758 8,054 8,502 8,544 
PEAK LOAD 
17 Net power generation 5,465 5,818 6,093 
18 Receipts from the United States 
19 Receipts from other provinces 1 107 
20 Deliveries to the United States 
21 Deliveries to other provinces as 2 
22 Peak met 3,578 5.993 5,816 6,200 
23 Non #irm load 117 148 121 
24 Firm peak met( 22-23) 3,578 5,326 5,668 6,079 
25 Firm load not met 
26 Indicated firm peak(24+25) 3,578 5,326 5,668 6,079 
27 Losses — interprovincial deliveries 
28 3 - exports 
29 INDICATED INTERNAL FIRM PEAK(26°27-28) 3,578 5,326 5,668 6,079 6,203 6,432 6,648 
30 RESERVE (16 = 29) 1,682 2,061 1,531 1,679 1,851 2,070 1,896 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 1,915 1,450 1,931 1,598 
33 Steam U9 7 72 33,419 36,682 39,629 
39 Nuclear 
35 Internal combustion 51 77 80 89 
36 Combustion turbine 431 2,006 2,128 2,134 
37 Total 21,669 36,952 60,321 43,450 
Receipts of energy: 
38 United States 3 3 3 3 3 3 
39 Other provinces 106 76 36 57 5 5 LY 
40 Total receipts 106 79 39 60 8 8 8 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 394 1 1 A 1 1 1 
43 Non firm: United States 
4S Other provinces 540 914 253539 
465 Total deliveries 394 541 37:5 2.334 
46 TOTAL AVAILABLE(37 + 40 - 45) 21,381 36,490 39,445 41,176 
“7 Internal non-¢irm deliveries 
“8 Losses - interprovincial deliveries 20 27 45 115 
«9 i - e@xports 
BO NET FIRM ENERGY AVAILABLE 21,361 36,463 39,400 41,061 44,110 44,998 46,784 


Note: Combustion turbine capacity includes ‘unconfirmed’ units. 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Alberta 


Forecast — Prévisions 


Winter - Hiver 


1933-94 


1994-95 


Percentage change — Compounded 


Pourcentage de variation — Composé 


—— 


1993-2000 


1979 1989-90 1988-89 
1989-90 1994-95 1999-2000 No. 


rrr er ees 


MW 


8,585 


6,863 
1,722 


1993 


GW.h 


Quw 


48 ,B60 


8,585 


8,585 


7,059 
1,526 


1994 


w 


50,343 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


795 Hydro 1 
6,205 Vapeur 2 
Nucléaire 3 
30 Combustion interne 4 
538 Turbine 4 combustion 5 
9,568 3.96 2.04 2.12 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
9,568 3.96 2.04 2.12 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 14 
HJ a - exportations 15 
9,568 3.96 2.04 2.12 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13°14-1B) 16 
APPEL MAXIMAL 
Production de puissance nette a 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L'appel maximal satisfait 2c 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes - livraisons inter province 27 
a - exportations 268 
7,909 5.44 3.03 2.67 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
1,659 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1999 
1989 1994 1999 
ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine 4 combustion 36 
Total 37 
Réceptions d'énergie: 
3 Etats-Unis 38 
6 Autres provinces 39 
9 Réceptions totales 40 
Livraisons d’énergie: 
Garantie: Etats-Unis 41 
1 Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 66 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
be - exportations 49 
56,450 6.75 4.16 3.23 ENERGIE GARANTIE DISPONIBLE 50 


eT 
Nota: La puissance installée des turbines 4 combustion inclue des unités 'non confirme’. 


TABLE 1. Capability, Peak Load and Energy Requirements - British Columbia 


No. 


euhkhan = 


Ww On 


CAPABILITY 


Net generating capability: 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 

Total 


Contracts for receipts of firm power: 
United States 

Other provinces 

Total receipts 


Contracts for deliveries of firm power: 
United States 

Other provinces 

Total deliveries 


TOTAL NET CAPABILITY(6+9-12) 


Contractual losses — interprov. deliveries 


of oe - exports 


INDICATED INTERNAL CAPABILITY( 13-14-15) 
PEAK LOAD 


Net power generation 

Receipts from the United States 

Receipts from other provinces 

Deliveries to the United States 

Deliveries to other provinces 

Peak met 

Non firm load 

Firm peak met(22-23) 

Firm load not met 

Indicated firm peak(24+25) 

Losses — interprovincial deliveries 
ay - exports 


INDICATED INTERNAL FIRM PEAK( 26-27-28) 
RESERVE (16 - 29) 


Firm load curtailable 


ENERGY 


Net generation 
Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 


Receipts of energy: 
United States 
Other provinces 
Total receipts 


Deliveries of energy: 
Firm: United States 


Other provinces 


Non firm: United States 
Other provinces 


Total deliveries 

TOTAL AVAILABLE(37 + 40 - 45) 
Internal non-¢irm deliveries 

Losses - interprovincial deliveries 


ih - exports 


NET FIRM ENERGY AVAILABLE 
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Actual - Réel 


1979 


MW 


7,990 
1,202 


131 


336 
9,659 


9,655 


6,779 
6.779 


6.779 


6,779 
2,876 


1979 


178 


41,224 


1987-88 


11,114 
1,349 


98 


160 
12,721 


20 
12,499 


1987 


61,087 
1,947 


211 


-1 
63,244 


493 
541 
1,034 


4496 
11 


12,369 
60 


12.886 
51,392 
149 

4 

641 


50,598 


Winter — Hiver 

1988-89 1989-90 
11,138 10,929 
1,341 1,343 
101 100 
160 160 
12,740 12,532 
201 201 
1 1 
202 202 
12,538 12,330 
20 20 
12,518 12,310 
9512 9,572 
19 194 
18 100 
300 666 

17 
9,232 9,200 
9,232 9,200 
9,232 9,200 

2 
30 67 
9,200 9,133 
3,318 3,177 
1988 1989 
58,588 51,107 
2,340 6,623 
219 243 
-1 2 
61,146 57,975 
1,432 2,024 
915 2,302 
2,047 4,326 
161 476 

2 
8,690 5,866 
ra) 48 
8.882 6.390 
54,311 85,911 
3 11 
443 ry A} 
53,865 55,628 


1990-91 


10,929 
1,343 


101 
160 
12,533 


20 
12,311 


9,798 


2,513 


1990 


481 


57,679 


1991-92 


10,939 
1,343 


101 
160 
12,543 


20 
12,320 


9,921 
2,399 


1991 


336 


59,254 


Forecast — Prévisions__ 


1992-53 


10,949 
1,343 


101 


160 
12,553 


202 
1 
203 


12,350 


20 
12,330 


10,236 
2,094 


1992 


336 


60,243 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie - Colombie-Britannique 
—— ee ne ir i odd hy Se er en orn 


Forecast — Prévisions 


Winter - Hiver 


1993-94 1994-95 
MW 

10,964 11,114 

1,978 1,653 

101 100 

160 160 

12,703 13,027 

202 202 

1 1 

203 203 

12,500 12,824 

20 20 

12,480 12,804 

10,235 10,465 

2,245 2,339 

1993 1994 
GW.h 

1 1 

1 1 

337 337 

2 2 


61,305 62,354 


1999-2000 


12,4924 
1,653 


104 
160 
14,341 
600 
600 
204 

1 


205 


14,736 


20 
14,716 


11,883 
2,833 


1999 


341 


70,135 


Percentage change — Compounded 


Pourcentage de variation — Composé 
1979 1989-90 1988-89 
1989-90 . 1994-95 1999-2000 No. 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


Hydro 1 
Vapeur 2 
Nucléaire 3 
Combustion interne 4 
Turbine 4 combustion 5 
2.63 0.77 1.35 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 3 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
2.48 0.79 1.80 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles -— livraisons inter prov. 14 
J a - exportations 15 
2.45 0.79 1.80 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13°14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L’'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes —- livraisons inter province ‘ae 
u - exportations 26 
3.02 2.75 2.67 APPEL MAXIMAL INTERNE INDIQUE (26°27-28) 29 
RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
9279 1989 1989 
1989 1994 1999 
ENERGIE 
Production nette: 
Hydro 32 
Vapeur oS 
Nucléaire 34 
Combustion interne 35 
Turbine a combustion 36 
Total 37 
Réceptions d'énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d'énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces GS 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 4&7 
Pertes - livraisons inter provinces 68 
or - exportations 49 
3.04 2.29 2.34 ENERGIE GARANTIE DISPONIBLE BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Yukon 


AEG aL eR OO Rit 2 5 8 Forecast — Prévisions 
Winter — Hiverl. Ma ee oe 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 58 78 78 78 78 78 78 
2 Steam 
3 Nuclear 
4 Internal combustion 37 41 40 45 50 59 62 
5 Combustion turbine 
6 Total 95 119 118 123 128 137 140 
Contracts for receipts of firm power: 
7 United States 
8&8 Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 
13° TOTAL NET CAPABILITY(6+9-12) 95 119 118 123 128 137 140 
146 Contractual losses - interprov. deliveries 
15 Hs WY - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 95 119 118 123 128 137 140 
PEAK LOAD 
17 Net power generation 72 74 81 
18 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 
22 Peak met 74% 72 74 81 
23 Non firm load 
24 Firm peak met(22-23) 74% 72 74% 81 
25 Firm load not met 
26 Indicated firm peak(24+25) 74 72 74 81 
27 Losses — interprovincial deliveries 
28 a - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 74 72 74 81 80 81 82 
30 RESERVE (16 = 29) 21 47 44 42 48 56 BS 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 317 412 409 405 
33 Steam 
34 Nuclear 
35 Internal combustion 40 23 30 35 
36 Combustion turbine 
37 Total 357 435 439 440 
Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 
Deliveries of energy: 
41 Firm: United States 
42 Other provinces 
43 Non firm: United States 
SS Other provinces 
S65 Total deliveries 
46 TOTAL AVAILABLE(37 + 40 - 4B) 387 435 439 440 
47 Internal non—firm deliveries 
68 Losses — interprovincial deliveries 
43 Wy - exports 


BO WET FIRM ENERGY AVAILABLE 357 435 439 440 431 439 440 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d'énergie = Yukon 


Forecast — Prévisions 


Winter -— Hiver 


Percentage change — Compounded 


Pourcentage de variation — Composé 


SS EEE 


TIAS 1989-90 1988-89 
1993-94 1994-95 1999-2000 
1989-90 1994-95 1999-2000 No. 
MW 
PUISSANCE MAXIMALE POSSIBLE 
Puissance maximale possible de production nette: 
81 81 95 Hydro 1 
Vapeur 2 
Nucléaire 3 
63 67 68 Combustion interne 4 
Turbine & combustion 5 
144 148 163 2.61 3.77 2.85 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
144 148 163 2.61 3.77 2.85 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 149 
_ Z - exportations 15 
144 148 163 2.61 3.77 2.85 PUISSANCE MAXIMALE INTERIEURE INDIQUEE( 13-14-15) 16 
APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes — livraisons inter province 27 
) —- exportations 26 
82 83 89 0.90 0.48 0.94 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
62 65 74 RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1329 1989 1989 
1993 1994 1999 
1989 1994 1999 
GW.h ENERGIE 
Production nette: 
Hydro se 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine & combustion 36 
Total 37 
Réceptions d’ énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d'énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 44 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47 
Pertes - livraisons inter provinces 48 
os - exportations 49 
443 445 480 2.11 0.22 0.87 ENERGIE GARANTIE DISPONIBLE BO 
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TABLE 1. Capability, Peak Load and Energy Requirements - Northwest Territories 


Aé tad: R60) 3302 7 ea eee Forecast — Prévisions 
Winter — Hiver 
1979 1987-88 1988-89 1989-90 1990-91 1991-92 1992-93 
No. 
MW 
CAPABILITY 
Net generating capability: 
1 Hydro 60 49 48 50 50 50 50 
2 Steam 
3 Nuclear 
G Internal combustion 62 119 116 120 120 127 127 
5 Combustion turbine 3 18 18 18 18 18 16 
6 Total 125 186 182 188 188 195 195 
Contracts for receipts of firm power: 
7 United States 
& Other provinces 
9 Total receipts 
Contracts for deliveries of firm power: 
10 United States 
11 Other provinces 
12 Total deliveries 
13° TOTAL NET CAPABILITY(6+9=- 12) 125 186 182 188 188 195 195 
14 Contractual losses - interprov. deliveries 
15 = u - exports 
16 INDICATED INTERNAL CAPABILITY( 13-14-15) 125 186 182 188 188 195 195 
PEAK LOAD 
17 Net power generation 111 100 108 
18 Receipts from the United States 
19 Receipts from other provinces 
20 Deliveries to the United States 
21 Deliveries to other provinces 
22 Peak met 78 qt 100 108 
23 Non firm load 
24 ‘Firm peax met(22-23) 78 111 100 108 
25 Firm load not met 
26 Indicated firm peak(24+25) 78 111 100 108 
27 Losses — interprovincial deliveries 
28 " - exports 
29 INDICATED INTERNAL FIRM PEAK( 26-27-28) 78 W1 100 108 WWI 114 118 
30 RESERVE (16 = 29) 47 75 82 80 2th 81 77 
31 Firm load curtailable 
1979 1987 1988 1989 1990 1991 1992 
ENERGY GW.h 
Net generation 
32 Hydro 283 295 282 260 
33 Steam 
34 Nuclear 
35 Internal combustion 203 176 179 210 
36 Combustion turbine 67 88 87 
37 Total 486 538 B49 557 
Receipts of energy: 
38 United States 
39 Other provinces 
40 Total receipts 
Deliveries of energy: 
G1 Firm: United States 
42 Other provinces 
43 Non firm: United States 
44 Other provinces 
45 Total deliveries 
46 TOTAL AVAILABLE(37 + 40 - 45) 486 538 B49 557 


47 Internal non-firm deliveries 
68 Losses - interprovincial deliveries 
49 re - exports 


50 WET FIRM ENERGY AVAILABLE 486 538 B49 557 568 575 B80 
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TABLEAU 1. Puissance maximale possible, appel maximal et besoins d"énergie - Territoires du Nord-Ouest 


Forecast -— Prévisions 


Winter - Hiver 


1993-94 1994-95 


MW 


127 


195 


195 


195 


121 
74 


1993 


GW.h 


593 


123 


197 


197 


197 


121 
76 


1994 


B96 


19399-2000 


129 


197 


197 


197 


121 
76 


1999 


609 


Percentage change — Compounded 


Pourcentage de variation —- Composé 


1979 1989-90 1988-89 
1989-90 1994-95 1999-2000 No. 


PUISSANCE MAXIMALE POSSIBLE 


Puissance maximale possible de production nette: 


Hydro 1 
Vapeur 2 
Nucléaire 3 
Combustion interne 4 
Turbine & combustion 5 
4.17 0.92 0.46 Total 6 
Contrats de réceptions de puissance garantie: 
Etats-Unis 7 
Autres provinces 8 
Réceptions totales 9 
Contrats de livraisons de puissance garantie: 
Etats-Unis 10 
Autres provinces 11 
Livraisons totales 12 
4.17 0.92 0.46 TOTAL DE LA PUISSANCE MAXIMALE 13 
POSSIBLE NETTE(6 + 9 = 12) 
Pertes contractuelles — livraisons inter prov. 14 
a Be - exportations 15 
4.17 0.92 0.46 PUISSANCE MAXIMALE INTERIEURE INDIQUEE(13°14°15) 16 
APPEL MAXIMAL 
Production de puissance nette aia 
Réceptions des Etats Unis 18 
Réceptions des autres provinces 19 
Livraisons aux Etats Unis 20 
Livraisons 4 d'autres provinces 21 
L'appel maximal satisfait 22 
Charge non garantie 23 
Appel maximal garanti satisfait(22-23) 24 
Appel maximal garanti non satisfait 25 
Appel maximal garanti indiqué(24 + 25) 26 
Pertes — livraisons inter province 27 
a - exportations 26 
3.30 2.29 1.14 APPEL MAXIMAL INTERNE INDIQUE (26-27-28) 29 
RESERVE (16 = 29) 30 
Appel maximal garanti réductible 31 
1979 1989 1989 
1989 1994 1999 
ENERGIE 
Production nette: 
Hydro 32 
Vapeur 33 
Nucléaire 34 
Combustion interne 35 
Turbine 4 combustion 36 
Total 37 
Réceptions d’énergie: 
Etats-Unis 38 
Autres provinces 39 
Réceptions totales 40 
Livraisons d'énergie: 
Garantie: Etats-Unis 41 
Autres provinces 42 
Non garantie: Etats-Unis 43 
Autres provinces 4S 
Livraisons totales 45 
TOTAL DISPONIBLE(37 + 40 - 45) 46 
Livraisons non garanties intérieures 47? 
Pertes - livraisons inter provinces 468 
os - exportations 49 
1.37 1.36 0.89 ENERGIE GARANTIE DISPONIBLE BO 


Appendix A 


Principal Changes in Capability, 1989-1999 


Appendice A 


Changements majeurs de la puissance, 1989-1999 


Utility or company 


Services d’utilité ou société 


Newfoundland —- Terre-Neuve 


Newfoundland & Labrador Hydro 


Nova Scotia - Nouvelle-Ecosse 


Nova Scotia Power Corp. 


New Brunswick -— Nouveau-Brunswick 


New Brunswick Electric Power 
Commission 


Québec 


Hydro Québec 


Station or location 


Centrale ou emplacement 


Undecided/indécis 


Trenton 
Pt. Aconi 


Undecided/indécis 


Belldune 


Undecided/indécis 


Manic 5 
La Grande 2A 


Manic 5 
undecided 


Manic 5 
Brisay 

La Forge 1 
La Grande 1 
Manic 5 

La Forge 2 
La Grange 1 
Manic 3 
Eastmain 1 
undecided 
Manic 2 
Grande Baleine 1 


Grande Baleine 2 
St-Marquerite 3 
Grande Baleine 3 


1991-99 
1998-99 


1991-92 
1993-94 
1999-2000 
1999-2000 


1990-2000 
1991-92 


1991 
1991 
1992 
1992 
1992 
1993 
1993 
1993 
1994 
1994 
1994 
USES) 
1995 
1996 
1996 
1996 
1997 
1998 
1999 
2000 
2000 
2000 


Type 


ANNW 


D® 


JESS SG AGah as ao os aR ARs ee Ae as foes se 


Units 


Unités 


+1 
+1 
+2 


+3 
+3 


Capability 


Puiss 


_ 


Total 
ance 


MW. 


US 
980 


150 
165 
230 
100 


570 
500 


58 
950 
950 

58 
200 
100 

58 
382 
817 
656 

58 
270 
656 
620 
510 
248 
363 
TATE 
785 
540 
796 
562 
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Principal Changes in Capability, 1989-2000 - Concluded 


Changements majeurs de la puissance, 1989-2000 - fin 


Utility or company Station or location Units Capability 
oe RL Type Total 
Services d’utilité ou société Centrale ou emplacement Unites Puissance 
MW 
Ontario 
Ontario Hydro Darlington 1991-92 N ae 1 762 
ss 1992-93 N +2. 1 762 
Manitoba 
Manitoba Hydro Limestone 1990-91 H 3 339 
‘ 1991-92 H +4 532 
" 1992-93 H +4 399 
Saskatchewan 
Saskatchewan Power Corp. Ermine 1993-94 CT +1 50 
Saskatoon 1999-2000 Gill + 50 
Shand 1992-93 S at 280 
Island Falls 1994-95 H aa 85 
Shand 1999-2000 S 3° 280 
Alberta 
Alberta Power Ltd. Fort McMurray 1989 IC -6 iS 
Sturgeon 1995 CT -2 18 
Simmonette 1996 Cill -1 20 
Battle River 1999 5 -2 60 
TransAlta Utilities Corp. and 
Alberta Power Ltd. Sheerness 1990 S ta 380 
Edmonton Power Ltd. Genesee 1989 S +4 406 
2 1991 S +4 406 
Rossdale 1989 CT -2 56 
1990-2000 S -6 295 
Alberta System/reseau Undecided/indécis 1994-99 | 225 
British Columbia - Colombie- 
Britannique 
Alcan Ltd. Kemano 1995-2000 H ri 1 520 
1991-94 H 55 
Small producers - 1993-95 S 310 


Appendix B 


Canadian Electrical Association - Electric Power Statistics Committee 


Appendice B 


Association canadienne de I’électricite - Comité des statistiques de |’électricite 


Chairman —- Président: 


M. Chorel, TransAlta Utilities Corp. 


Committee members — Membres du comiteé: 


H. Belliveau, N.B. Electric Power Commission 
K. Boone, Newfoundland & Labrador Hydro 
M. Boulanger, National Energy Board 

M.I. Cavanagh, Statistics Canada 

D.A. Conrad, N.S. Power Corp. 

J.J. Gibbon, B.C. Hydro 

P.C. Lee, Energy, Mines and Resources 

D. Madsen, Statistics Canada 

I.M. Phillips, Canadian Electrical Association 
G. Reault, Manitoba Hydro 

W.F. Thiele, Saskatchewan Power Corp. 

J. Whiteway, Ontario Hydro 

M. Yanire, Hydro-Québec 


Selected publications 


Reports published by the Industry Division dealing 
with Electric Power. 


Catalogue 
Annual 
57-202 Electric Power Statistics, -— Volume II —- 


Annual Statistics. 


57-204 Electric Power Statistics, - Volume | - 
Annual Electric Power Survey of Capability 
and Load. 

57-206 Electric Power Statistics, -— Volume Ill —- 
Inventory of Generating Equipment. 

Monthly 
57-001 Electric Power Statistics. 


In addition to the selected publications listed 
above, Statistics Canada publishes a wide range of 
statistical reports on Canadian economic and social 
affairs. A comprehensive catalogue of all current 
publications is available from Statistics Canada, Ottawa 
(Canada), K1A OT6. 


Catalogue 11-204E, price Canada $10.00, Other 
Countries $11.50. 


Choix de publications 


Publications de la Division de l'industrie traitant de 
l’6nergie électrique. 


Catalogue 
Annuelle 
57-202 Statistique de I’énergie électrique, volume Il — 


57-204 


57-206 


57-001 


Statistiques annuelles. 


Statistique de l’énergie électrique, volume | — 
Enquéte annuelle sur la puissance maximale et sur 
la charge des réseaux. 


Statistique de l’énergie électrique, volume Ill - 
Inventaire des générateurs. 


Mensuelle 


Statistique de |’énergie électrique. 


Outre les publications ci-dessus énumérées, Statistique 
Canada publie une grande variété de rapports statistiques sur 
le Canada tant dans le domaine économique que social. On 
peut se procurer gratuitement un catalogue complet des 
publications courantes en s’addressant a Statistique Canada, 
Ottawa (Canada), K1A OT6. 


No 11-204F, prix Canada $10.00, Autres pays $11.50. 


ROCH 
SOLID 


INFORMATION 


Sq et a focus on Canada’s markets and business op- 
portunities with the source of reliable information... 
Statistics Canada and its unequaled family of 

Outstanding publications and services. 


Relying on Statistics Canada means you're building your 
decisions on hard facts assembled by a professional 
organization with a world-wide reputation for scrupulous 
accuracy and complete reliability 


Join the thousands of corporations and individuals who base 
their Canadian business decisions on Statistics Canada 
publications. Year after year 


For more information on Statistics Canada's extensive range 
of publications and information services, please Call toll-free 
1-800-267-6677 


A: Stanstics Canada. we provide information you can build 
On 


DE VINFORMATION 


SOLIDE: 


OMOEA: 


LE ROC 


“%tatistique Canada vous offre des produits et ser- 
Ne 7 


vices de qualité qui vous donnent une image claire 
du secteur canadien des affaires. 


Joignez-vous aux milliers de personnes et d’entreprises qui, 
année apres année, fondent leurs décisions sur les publica- 
tions de Statistique Canada. 


Vous fier a Statistique Canada, c'est fonder vos décisions 
sur des renseignements solides, recueillis par un organisme 
dont la reputation internationale en est une d’exactitude et 
de fiabilite 


Pour obtenir plus de renseignements sur toute la gamme 
de publications et de services qu offre Statistique Canada 
veuillez Composer le numéro sans frais 1-800-267-6677 


Statistique Canada fournit | information a la base des grandes 
realisations 


ORDER FORM 


Mail to: 

Publication Sales 
Statistics Canada 

Ottawa, Ontario, K1A 016 


Fax (613) 951-1584 


(Please print) 
Company 
Department 
Attention 
Address 

City Province 
Postal Code 


Catalogue No. 


Client Reference Number 


METHOD OF PAYMENT 


Purchase Order Number (please enclose) 


Payment enclosed 


= 
be 


Charge to my: 
“] MASTERCARD 


Ud 


C] Statistics Canada 


Account Number 
Expiry Date 
LJ Bill me later (Max. $500) 


Signature 


Cheque or money order should be made payable to the Receiver General for Canada/Publications. 
Canadian Clients pay in Canadian funds. Foreign clients pay in US $, drawn on a US bank. 


For faster service 


BON DE COMMANDE 


Télécopieur: (613) 951-1584 


Postez a: 

Vente des publications 
Statistique Canada 

Ottawa (Ontario), K1A OT6 


(Caractéres d'imprimerie s.v.p.) 
Organisme 

Service 

a/s de Fonction 


Adresse 


Le cheque ou mandat-poste dort étre fait a Vordre du Receveur general ou Canada - Publications 


@ 1-800-267-6677 ©& 


MasterCard and 
Visa accounts 


Numéro de référence du client 


MODE DE PAIEMENT 
(J Numéro de la commande (inclure s.v.p.) 
CL) Paiement inclus 


LJ Portez a mon compte: 


() MASTERCARD CJ Statistique Canada 


N° de compte 


Date d’expiration 


CL) Facturez-moi plus tard (max. 500 $) 


Signature 


03077 


Les chents canadiens parent en dollars Canadiens. les cents a letranger parent en $ US. tires sur une banque americaine 


Pour un service 
plus rapide, composez 


] 1-800-267-6677 @& 


Comptes 
MasterCard et Visa 


English on reverse 


BON DE COMMANDE Numéro de référence du client 


Postez a: MODE DE PAIEMENT 


Vente des publications Télécopieur: (613) 951-1584 Oo 
Statistique Canada 
Ottawa (Ontario), K1A OT6 C) Paiement inclus 


Numéro de la commande (inclure S.v.p.) 


(Caractéres d'imprimerie s.v.p.) L) Portez a mon compte: 
Organisme LJ MASTERCARD _J Statistique Canada 


Service N° de compte 


— sue Date d'expiration 
Adresse 

-moi plus tard (max. 500 $ 
Ville Ses t C) Facturez-moi p ( ) 


Code postal Tél. Signature 


PF 


Le chéque ou mandat-poste doit étre fait 2 l'ordre du Receveur général du Canada - Publications. 03077 
Les clients canadiens paient en dollars canadiens; les clients a l’étranger paient en $ US, tirés sur une banque américaine. 


dng hese sidipaged ©] 1-800-267-6677 & waviercataer visa 


English on reverse 


ORDER FORM Client Reference Number 


Mail to: METHOD OF PAYMENT 


Publication Sales Fax (613) 951-1584 
Statistics Canada 
Ottawa, Ontario, K1A 0T6 CZ payment enclosed 


C) Purchase Order Number (please enclose) 


(Please print) CJ Charge to my: 
Company (J MASTERCARD C) Statistics Canada 


Department Account Number 


Attention ee Expiry Date 
Address 


CO) Bill me later (Max. $500) 


City Province 


Postal Code Tel Signature 


PF 
Cheque of money order should be made payable to the Receiver General tor Canada/Pubdiications 03077 
Canagian chents pay in Canadian tunas Foreign chents pay in US $. drawn on a US bank 
; ze gy MasterCard and | 
For faster service m& 1-800-267-6677 ‘“& Visa accounts 


Francais au verso 
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THE NEWS 
BEHIND 
THE 
NUMBERS 


The 1986 Census Data Base 
collected the numbers on 
Canadians —- but what do 
they mean to you? The 
FOCUS ON CANADA Series 
analyses the issues that 
emerged from the Census 
results, in an easy-to-read 
style. 


FOCUS ON CANADA looks 
at the issues affecting 
Canada’s seniors and _ its 
youth, its ethnic and abor- 
iginal communities; its 
regions in the far north and 
the industrial south. 


And there’s much more to 
keep you informed — and 
enlightened. Each publica- 
tion is bilingual, and costs 
$10 in Canada (US$11 in 
other countries). Order the 
full set of 16 for a com- 
prehensive reference tool 
for home, school or office. 


CE QUI SE 
CACHE 
DERRIERE 
LES 
CHIFFRES 


La base de données du 
recensement de 1986 ren- 
ferme des chiffres sur les 
Canadiens. Mais que 
signifient-ils? La série LE 
CANADA A L’ETUDE ana- 
lyse les questions qui pro- 
viennent des résultats du 
recensement, et ce, dans un 
style accessible. 


LE CANADA A L’ETUDE 
examine les questions qui 
touchent les personnes 
agées et les jeunes, les 
groupes ethniques et les 
autochtones, les régions 
éloignées du Grand Nord et 
la région industrialisée du 
sud du Canada. 


De plus, cette série vous in- 
forme et vous éclaire grace 
a d’innombrables autres 
renseignements. Chaque 
publication est bilingue et se 
vend 10% au Canada 
(11 $ US al étranger). Com- 
mandez l’ensemble des 
16 publications de fagon a 
obtenir un outil de référence 
par excellence pour la 
maison, |’école ou le bureau. 


To order, write to Publication Sales, Statistics 


Canada, Ottawa, Ontario, K1A OTO. For faster ser- 
vice, using VISA or MasterCard, call toll-free 


Please make cheques or money orders payable to 
the Receiver General for Canada/Publications 


€ ontact.a Regional Reference Centre near vou for 


further information 


frais 


Call Toll-Free 
1-800-267-6677 
Téléphonez sans 


Vous pouvez commander en €crivant a Vente de publica- 
tions, Stausuque Canada. Ottawa, Ontario, KIA OTO Si 
vous désirez obtenir un service plus rapide, composez le 
numero sans tras et ponmez votre commande a votre 
compte VISA ou Master€ ard 


Veuillez faire vos Cheques ou mandats poste al ordre du 
Receveur general du ( anada Publicabons 


Pour obtenir plus de renseignements, n hesitez pas a com 
muniquer avec le centre de consultation regional le plus 
pres de chez vous 


No other monthly 
report on the Canadian 
Economy has 

this much to offer 


La seule publication 

A vous offrir autant 
d'information sur 
l'économie canadienne 


Canadian Economic Observer 
The most extensive and timely information source for eur 
people who want objective facts and analysis 
on the Canadian Economy... every 


L'Observateur économique canadien 

La revue la plus compléte et la plus a jour qui soit 
pour les gens qui désirent des renseignements 
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Introduction 


This report presents the results of the 36th Annual 
Electric Power Survey of Capability and Load. 


The survey is carried out in co-operation with the 
Canadian Electrical Association. Area representatives of the 
Association meet annually with Statistics Canada to resolve 
reporting problems and to perform a final edit before 
publication. The assistance received from the Canadian 
Electrical Association and its members is gratefully 
acknowledged. 


Data Quality and Methodology 


Ajl respondents who supply statistics for the annual 
Electric Power Statistics Vol. Il (catalogue 57-202) are covered 
by this report. There is a direct comparison and link in that 
the energy figures are common. Any differences are due to 
revisions. 


Major utility and industrial generation of electricity 
are surveyed directly. These respondents have approximately 
97% of total generating capability and produce 96% of all 
electricity in Canada. In addition, they account for 100% of 
imports, exports and inter-provincial movements. 


For the remaining small producers, the only data 
applicable are "net generating capability" (estimated at 90% 
of name-plate capacity, such capacity obtained from another 
annual survey), peak met (estimated at 67% of net 
generating capability) and net generation (actual data from 
quarterly survey). The forecast years are straight-line 
projections except where additional information is provided 
by the Canadian Electrical Association. 


The forecasts provided by the major respondents 
are based on the best information available as of April t 


On trouvera dans la présente publication les 
résultats de la 36iéme enquéte annuelle sur la puissance 
maximale et sur la charge des réseaux. 


L'enquéte est menée conjointement avec 
l'Association Canadienne de |’Electricité. Les représentants 
régionaux de Il'Association rencontrent annuellement 
Statistique Canada, afin de résoudreles problémes de 
déclaration et effectuer une derniére révision avant la 
publication. La collaboration qui nous est fournie par 
l’Association Canadienne de |’Electricité et par ses membres 
est trés appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des statistiques 
a la publication statistique de l’énergie électrique Vol. Il 
(catalogue 57-202) sont englobé dans cette publication. Il y 
a une comparaison directe et un raccordement en ce sens 
que les chiffres relatifs a l’énergie sont les mémes. Toute 
différence serait due a des revisions. 


Les grandes centrales électriques et les 
établissements industriels produisant de |’électricité sont 
enquétés directement. Ces répondants représentent 
approximativement 97% du total de la puissance maximale 
possible de production et produise 96% de la production 
électrique du Canada. En plus, ils représentent 100% des 
importations, des exportations et des mouvements 
inter-provinciaux. 


Pour les petits producteurs restant, les seules 
données applicables sont "la puissance maximale possible 
de production nette" (estimé a 90% de la puissance de 
production indiquée sur la plaque signalétique; cette 
puissance étant obtenue d’une autre enquéte annuelle), 
l'appel maximal satisfait (estimé a 67% de la puissance 
maximale possible de production nette) et la production 
nette (les données venant d'une enquéte trimestrielle). Les 
prévisions pour les années futures sont des projections en 
ligne droite, excepté la ou des informations additionnelles 
sont obtenues par I’Association Canadienne de |’Electricité. 


Les prévisions obtenues par les grandes centrales 
sont basées sur la meilleure information disponible au fe 
avril. 


1990 Capability and Load Survey 
Review of Survey Results 


Total net generating capability in 1990/91 
increased 1.0% (1011 MW) to 97 924 MW compared with an 
increase of 0.3% the previous year. 


The forecast years, 1991/2000, indicate an increase 
of 26.8 GW in total net generating capability which represents 
a compound growth of 2.4% the same as the 1980/1990 rate. 


Indicated internal firm peak within Canada increased 
0.1% in 1990/91. The compound growth is forecast at 2.4% 
for the period 1990/91 - 2000/2001. The 1990/91 reserve 
amounted to 21.4% of the indicated within Canada firm peak 
and is predicted to be 21.1% in 2000/2001. 


Firm energy available within Canada decreased 
0.8% from 469 760 GW.h in 1989 to 465 852 GW.h in 1990. 
The compound growth rate was 3.4% in the previous 10-year 
period. It should be noted that the energy data reported are 
not affected by the peak load capability and therefore these 
data may be considered a better measure of the growth of 
the electric power industry. 


Notes 


Canada - Since the movements of power over a 
province's borders are measured at the time of the province’s 
peak (see Concepts and Definition), receipts and deliveries 
do not balance. For this reason, Canada level data omit both 
interprovincial movements of power and the losses 
associated with these movements. As a consequence, 
although Canada data balance in an arithmetic sense, lines 
13, 14, 15, 21, 22 and 24 are not the sum of provincial 
figures. 


Enquéte sur la puissance maximale et sur 
la charge des réseaux pour 1990 


Revue des résultats de l’enquéte 


En 1990/91, la puissance maximale possible de 
production nette a augmenté de 1.0% (1 011 MW) pour 
totaliser 97 924 MW, comparativement a une augmentation 
de 0.3% l'année précédente. 


Les prévisions pour les années 1991/2000 
représentent un accroissement de 26.8 GW de la puissance 
maximale possible de production nette, soit un taux de 
croissance composé de 2.4% identique au taux des années 
1980/1990. 


L’appel maximal garanti indiqué au Canada a 
augmenté de 0.1% en 1990/91. On prévoit un taux de 
croissance composé de 2.4% pour la période 1990/91 - 
2000/2001. La réserve pour 1990/91 se chiffrait a 21.4% de 
l'appel maximal garanti indiqué souscrit au Canada et est 
prévus a 21.1% en 2000/2001. 


L’énergie disponible souscrite au Canada a 
diminué de 469 760 GW.h en 1989 a 465 852 GW.h en 1990 
soit de -0.8%. Le taux d’accroissement composé s’est établi 
a 3.4% au cours des 10 derniéres années. On remarquera 
que l'appel maximal ne change rien aux données déclarées 
sur l’énergie et, par conséquent, ces données peuvent étre 
considérées comme une image plus fiable de la croissance 
observée dans l'industrie de l’énergie électrique. 


Notes 


Canada - Puisque les mouvements d’énergie hors 
des limites territoriales d’une province est mesuré lors de 
l'appel maximal de puissance (voir concepts et définitions), 
les réceptions et les livraisons ne balancent pas. Pour cette 
raison, les données au niveau du Canada ne comprennent 
pas les mouvements interprovinciaux. Par conséquent, mMEme 
si les données au niveau du Canada balance au point de 
vue arithmétique, les lignes 13, 14, 15, 21, 22 et 24 ne sont 
pas la somme des données provinciaux. 


Newfoundland - The data shown imply that there 
will be a transmission link between Labrador and the Island 
in place by the later years of the forecast period. 


Starting in 1988, Alberta’s utilities began producing 
two forecasts based on high and low scenarios. This 
publication shows an average of the two. 


Concepts and Definitions 


Prior to 1980, respondents reported capability and 
load data relating to their calendar year peak. Since 1980 all 
respondents have reported for the day of the peak for the 
largest utility in the province. In 1987 calendar year peak was 
replaced by winter peak (Nov.-Feb.). 


The change was made in an effort to eliminate 
exaggerated changes in peak which resulted solely from the 
vagaries of weather i.e. very cold in November-December as 
opposed to January-February. In addition, as most forecasts 
are made on the assumption of a winter peak, current and 
forecast data will now be collected on the same basis. 


All data for energy remain on a calendar year basis. 


The days for the winter 1990-1991 were as follows: 


Newfoundland - Labrador January 3 

- Island January 26 
Prince Edward Island December 11 
Nova Scotia January 11 
New Brunswick January 8 
Quebec January 11 
Ontario January 21 
Manitoba December 20 
Saskatchewan December 20 
Alberta December 19 
British Columbia December 20 
Yukon January 3 


Northwest Territories December 17 
Other generating capability and firm power peak load 
concepts are unchanged from previous reports. Generating 
capability measures the expected power of all available 
generating facilities of the province (or nation) at the time of 
one hour firm peak load for each province. This may differ 
from the generating capacity as measured by the name plate 
rating. 


The variations between generating capability and 
generating capacity may be caused by high water in 
reservoirs resulting in a higher water head and greater 
generation than the name plate capacity, the impossibility of 
placing all pieces of equipment on the line at the same time, 
low water, ice, or some equipment being considered 
unreliable, thereby resulting in capability below capacity. 


Terre-Neuve - Les données publiées irnpliquent 
qu'il y aura une ligne de transmission entre le Labrador et 
I'lle en place vers la fin de la période de prévision. 


Commengant en 1988, les centrales de I’Alberta 
ont produits deux scénarios de prévisions basés sur les hauts 
et les bas. Cette publication montre une moyenne des deux. 


Concepts et définitions 


Avant 1980, chaque répondant rapportait la puissance 
maximale et la charge des réseaux selon leur propre journée 
d’appel maximal, et ce a l’intérieur de l'année du calendrier. 
Depuis 1980, cette journée est déterminée par l'appel 
maximal.de la plus imposante centrale de la province. En 
1987 la puissance maximale d’aprés l'année du calendrier fit 
remplacée par la puissance maximale de I’hiver (Nov.-Fév.). 


Le changement eu lieu par soucis d’éliminer les 
fluctuations exagérées dans |’appel maximal résultant 
uniquement des fantaisies de la nature c.-a.-d. trés froid en 
novembre et décembre au lieu de janvier et février. En plus, 
comme toutes les prévisions sont faites présumant un appel 
maximal I'hiver, les données présentes et futures seroni 
dorénavant sur la méme base. 


Toutes les données pour |’énergie, demeurent sur 
la base de l’année du calendrier. 


Les jours choisis pour I’hiver 1990-1991 sont: 


Terre-Neuve - Labrador 3 janvier 

- lle 26 janvier 
Ne-du-Prince-Edouard 11 décembre 
Nouvelle-Ecosse 11 janvier 
Nouveau-Brunswick 8 janvier 
Québec 11 janvier 
Ontario 21 janvier 
Manitoba 20 décembre 
Saskatchewan 20 décembre 
Alberta 19 décembre 
Colombie-Britannique 20 décembre 


Yukon 3 janvier 
Territoires du Nord-Ouest 17 décembre 


Les autres notions de puissance maximale possible 
de production et d’appel maximal de puissance souscrite 
sont les mémes que dans les rapports antérieurs. La 
puissance maximale possible de production indique le 
maximum de puissance réalisable par les centrales 
électriques dans chaque province (ou dans le pays) durant 
l'heure de l’appel maximal annuel de puissance pour chaque 
province.Elle ne correspond pas nécessairement a la 
puissance installée des centrales. 


Les écarts entre la puissance maximale possible de 
production et la puissance installée peuvent résulter du 
niveau d'eau dans les réservoirs qui, par une hauteur de 
chute plus ou moins élevée, porterait la puissance de 
production au-dessus ou au-dessous de la puissance 
indiquée sur les plaques signalétiques. Aussi, l'impossibilité 
d'utiliser tout le matériel simultanément, formation de glace, 
ou piéce douteuse d’équipement, occasionnent une 
possibilité de production inférieure a la puissance installée. 


The published peak for Canada is non-coincident 
(the arithmetic-sum of the provincial peaks regardless of time 
of occurrence) and must be equal to, or greater than the 
coincident peak load. 


Receipts and deliveries of firm power used in calculating net 
capability are the interprovincial and international transfers 
of power under firm contracts, or the best estimate of firm 
obligations possible in the absence of contracts. The actual 
receipts and deliveries of firm and non-firm power are taken 
into account in the calculation of the firm power peak load 
for the current year. 


Peak loads are the total demands within a province 
after all interchanges have been taken into account to 
remove any duplication. The peak loads include all power 
consumed by ultimate customers, line losses and 
manufacturing plants own consumption, but do not include 
generating station service which is deducted before arriving 
at generating capability. 


Firm load not met measures the commitments that 
a system could not or would not meet at the time of its peak 
load. 


Losses - External Deliveries represent the amount 
of power and energy required to meet out of province 
commitments. Exports and interprovincial deliveries are 
measured at the border but, in some cases, power and 
energy are used for delivery to the border. These are 
subtracted as they do not represent internal use and, 
therefore, distort provincial growth rates. 


The reserve of a province is the reserve after all 
obligations have been taken into account whether or not 
these obligations have been met. It is a measure of the 
industry’s ability to satisfy demands of a province and meet 
contingencies. Since not all systems are fully interconnected, 
the reserves of power shown cannot always be fully utilized. 
However, with the development of interconnections, an 
increased sharing of capability is possible, particularly when 
provincial peaks occur at different times. To this extent the 
reserves reported in this publication may be understated. 


Kt should be further noted that Firm Load 
Curtailable represents power which the supplying utility 
intends to furnish to customers contracted under firm load 
curtailable agreements, except under the most extraordinary 
conditions. Thus, this curtailable power could be considered 
part of the utility’s reserve when such extreme conditions 


apply. 


L’appel maximal de puissance publié au niveau du 
Canada (i.e, la somme arithmétique des _ pointes 
provinciales sans égard a la journée d’observation) doit 
égaler ou étre supérieur a l’appel maximal. 


Les réceptions et les livraisons de puissance 
souscrite, qui ont servi a établir la puissance maximale 
possible nette, représentent les changes interprovinciaux et 
internationaux de puissance faits en vertu de contrats formels 
ou, en l’absence de contrats, la meilleure estimation possible 
des engagements formels. On tient compte des réceptions 
et des livraisons réelles de puissance souscrite et de 
puissance non souscrite dans le calcul des appels maximaux 
de puissance souscrite pour l'année en cours. 


L’appel maximal de puissance dans chaque 
province correspond a la puissance globale fournie dans la 
province, compte tenu des échanges de puissance de fagon 
a éviter toute duplication. Il comprend la puissance fournie 
aux abonnés ultimes de l’entreprise productrice, celle utilisée 
par les propres installations de cette derniére, de méme que 
les pertes de transmission, mais exclut la puissance 
employée pour les besoins internes de la centrale génératrice 
(qui est soustraite avant le calcul de la puissance maximale 
possiblede production de la centrale). 


L’appel maximal souscrit non satisfait mesures 
d'engagement qu'un réseau n’a pu ou n’a pas voulu 
satisfaire au moment de son appel maximal de puissance. 


Pertes - Les livraisons hors province représentent 
le montant de puissance et d’énergie requis pour satisfaire 
les engagements hors province. Les exportations et les 
livraisons interprovinciales sont mesurées a la frontiére, mais 
dans certains cas, la puissance et I'énergie sont utilisées 
pour la livraison a la frontiére. Ceux-ci sont soustraits, car ils 
ne représentent pas I’utilisation interne et, par conséquent, 
déforment le taux de croissance provincial. 


La réserve d'une province est l’excédent disponible 
de puissance lorsque tous les engagements ont été 
comptabilisé, qu’ils aient été satisfaits ou non. Elle indique 
dans quelle mesure les réseaux peuvent faire face aux 
demandes de la province ainsi qu’aux imprévus. Comme les 
réseaux ne sont pas tous complétement interconnectés, les 
réserves de puissance ne peuvent pas toujours étres 
entiérement utilisées. Cependant, avec le développement 
des interconnections, une augmentation du partage de la 
puissance maximale est possible, particuligrement quand 
l'‘appel maximale de puissance des provinces arrive a des 
temps différent. Alors, les réserves rapportées dans cette 
publication peuvent &tre sous-évaluer. 


Il convient en plus de souligner que |’appel 
maximal garanti réductible, représente la puissance que la 
centrale qui approvisionne compte fournir aux clients qui 
possédent un contrat d’entente d’appel maximal garanti 
réductible, excepté sous des conditions extraordinaires. Alors, 
ce pouvoir réductible pourrait 6tre considéré comme faisant 
partie de la réserve de la centrale, guand ces conditions 
extréme s’appliquent. 


STATISTICAL TABLES 


TABLEAUX STATISTIQUES 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS — CANADA 


Actual - Réel 


Winter — Hiver 


Forecast-Prévision 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 46,687 57,501 §7,385 57,356 59,517 60,981 61,796 
2 Steam 22,567 24,710 25,081 24,964 25,516 26,464 27,254 
3 Nuclear 5,248 11,889 11,899 13,075 12,592 13,683 15,267 
4 Internal Combustion 468 475 474 459 462 477 483 
5 Combustion Turbine 2,296 2,067 2,074 2,070 2,595 2,788 3,268 
6 Unspecified 30 83 
7 Total 77,266 96,642 96,913 97,924 100,682 104,423 108,151 
Contracts for receipts of firm power: 
8 United States 351 752 952 852 852 502 502 
9 Provinces 
10 Total receipts 
Contracts for deliveries of firm power: 
11 United States 856 772 752 784 853 624 1,075 
12 Provinces 
13 Total deliveries 
14 Total Net Capability (7+10-13) 76,761 96,622 97,113 97,992 100,681 104,301 107,578 
15 Contractural losses — United States 7 31 32 39 37 38 38 
16 Contractural losses -— Provinces 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 76,754 96,591 97,081 97,953 100,644 104,263 107,540 
PEAK LOAD 
18 Net power generation 81,379 78,312 78,439 
19 Receipts — United States 448 2,595 1,770 
20 Receipts - Provinces 
21 Deliveries — United States 2,030 1,128 1,347 
22 Deliveries - Provinces 
23 Peak Met 58,525 79,797 79,779 78,862 
24 Load not met 642 772 1,511 497 
25 Indicated peak (23+24) 59,167 79,025 78,268 78,365 
27 Losses —- United States 64 68 63 
26 Losses — Provinces 
28 INDICATED INTERNAL PEAK (25-26-27) 59,167 78,961 78,200 78,302 83,276 85,689 87,963 
annual change 6.2% 3.7% -1.0% 0.1% 6.4% 2.9% 5.6% 
29 Curtailable load 740 1,362 2,088 1,276 2,225 2,376 2,418 
30 RESERVE (16-28+29) 18,327 18,992 20,969 20,927 19,593 20,950 21,995 
percent of indicated internal capability 23.9% 19.7% 21.6% 21.4% 19.5% 20.1% 20.5% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 251,059 304,512 288,579 293,811 
32 Steam 77,052 103,836 115,429 100,740 
33 Nuclear 35,885 78,176 75,380 68,761 
34 Internal combustion 967 863 848 903 
35 Combustion turbine 2,092 3,267 3,502 3,184 
36 Total 367,055 490,654 483,738 467,399 
37 Reciepts — United States 2,939 6,212 6,522 17,781 1,678 1,479 523 
38 Reciepts - Provinces 
39 Total 
40 Deliveries - Firm — United States 7,232 8,171 8,291 7,005 5,965 4,642 5,727 
40 Deliveries — Firm — Provinces 
42 Deliveries - Non-firm — United States 22,944 17,065 10,969 11,230 
42 Deliveries —- Non-firm — Provinces 
44 Total 
45 Total Available (36+39-44) 339,818 471,630 471,000 466,945 
46 Non-firm deliveries within province 4,307 8,956 532 455 
47 Delivery Losses - United States 862 1,249 708 638 
48 Delivery Losses - Provinces 
49 NET FIRM ENERGY AVAILABLE 334,649 461,425 469,760 465,852 485,981 500,440 513,896 
annual change 3.5% 41% 1.8% -0.8% 4.3% 3.0% 2.7% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE,APPEL MAXIMAL ET BESOINS D’ENERGIE - CANADA 


re Se ee 
Forecast - Prévision Percentage change - compounded 


Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a 


MW PUISSANCE MAXIMALE POSSIBLE 
63,128 64,135 71,834 Hydraulique 1 
27,474 27,884 30,481 Vapeur 2 
15,374 15,487 16,816 Nucléaire 3 
489 492 501 Combustion interne 4 
3,318 3,298 3,354 Turbine a combustion 5 
125 125 W225 Non spécifié 6 
109,908 111,421 124,211 2.4% 2.6% 2.4% Total if 
Contrats de réceptions de puissance réguliére: 
502 802 1,602 Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
1,110 1,673 3,232 Etats-Unis 4 
Provinces 12 
Total des livraisons 13 
109,300 110,550 122,581 Total de puissance maximale net (7+10-13) 14 
38 74 181 Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles — Provinces 16 
109,262 110,476 122,400 2.5% 2.4% 2.3% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) ile 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions —- Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons — Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes —- provinces 27 
90,578 92,579 99,454 2.8% 3.4% 2.4% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
3.0% 2.2% 1.9% changement annuel 
2,500 2,728 2,836 Puissance réductible 29 
21,184 20,625 25,782 RESERVE (16-28+29) 30 
19.4% 18.7% 21.1% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
350 438 3,549 Réceptions - Etats-Unis 37 
Réceptions — Provinces 38 
Total 39 
7,340 6,599 4,978 Livraisons - Garantie — Etats-Unis 40 
Livraisons - Garantie — Provinces 41 
Livraisons - Non garantie — Etats-Unis 42 
Livraisons — Non garantie - Provinces 43 
Total 44 
Total disponible (36+39—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
524,569 536,860 597,291 3.4% 2.9% 2.5% ENERGIE GARANTIE DISPONIBLE 49 
2.1% 2.3% 2.2% changement annuel 


0 EES EES EEE ERE ae ee eee 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NEWFOUNDLAND (Island) 


Actual - Réel Forecast-Prévision 


Winter — Hiver 
1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 


CAPABILITY MW 


1 Hydro 922 1,141 1,149 1,149 1,149 1,149 1,149 
2 Steam 464 493 §15 §15 §15 515 515 
3 Nuclear 

4 Internal Combustion 54 47 47 49 49 49 49 
5 Combustion Turbine 158 158 158 158 158 158 208 


6 Unspecified 
7 Total 1,598 1,839 1,869 1,871 1,871 1,871 1,921 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 1,598 1,839 1,869 1,871 1,871 1,871 1,921 


15 Contractural losses — United States 
16 Contractural losses - Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 1,598 1,839 1,869 1,871 1,871 1,871 1,921 
PEAK LOAD 


18 Net power generation 1,454 1,516 1,484 
19 Receipts — United States 

20 Receipts — Provinces 

21 Deliveries — United States 

22 Deliveries — Provinces 

23 Peak Met 1,065 1,454 1,516 1,484 
24 Load not met 

25 Indicated peak (23+24) 1,065 1,454 1,516 1,484 
27 Losses — United States 

26 Losses — Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 1,065 1,454 1,516 1,484 UBS UA 1,524 1,586 
annual change 3.1% 4.0% 4.3% -2.1% 2.2% 0.5% 4.5% 


29 Curtailable load 


30 RESERVE (16-28+29) 533 385 353 387 354 347 335 
percent of indicated internal capability 33.4% 20.9% 18.9% 20.7% 18.9% 18.5% 17.4% 


1980 1988 1989 1990 1991 1992 1993 


ENERGY GW.h 


31 Hydro 4,067 5,792 5,349 5,386 
32 Steam 1,387 1,420 2,026 1,865 
33 Nuclear 

34 Internal combustion 69 74 63 63 


35 Combustion turbine 10 4 5 5 
36 Total §,533 7,290 7,443 7,319 


37 Reciepts — United States 
38 Reciepts — Provinces 
39 Total 


40 Deliveries — Firm — United States 

40 Deliveries - Firm — Provinces 

42 Deliveries — Non-firm — United States 
42 Deliveries — Non-firm - Provinces 

44 Total 


45 Total Available (36+39—44) 5,533 7,290 7,443 7,319 


46 Non-firm deliveries within province 23 
47 Delivery Losses —- United States 
48 Delivery Losses - Provinces 


49 NET FIRM ENERGY AVAILABLE 5,510 7,290 7,443 7,319 7,606 7,763 8,024 
annual change 6.3% 3.6% 2.1% -1.7% 3.9% 2.1% 3.4% 
ee en re a eee 6 ee ee et ee eee 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - TERRE-NEUVE (ile) 
a i a 
Forecast — Prévision Percentage change — compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 


1980 1990-91 1990-91 
a eg a ee i ee a 


MW PUISSANCE MAXIMALE POSSIBLE 
1,149 1,149 1,149 Hydraulique 1 
§15 665 665 Vapeur 2 
Nucléaire 3 
49 49 49 Combustion interne 4 
258 258 258 Turbine a combustion 5 
Non spécifié 6 
1,971 2,121 2,121 1.6% 2.5% 1.3% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
845 Provinces 9 
845 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
Provinces 12 
Total des livraisons 13 
1,971 2 2,966 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles — Provinces 16 
1,971 2,121 2,966 1.6% 2.5% 4.7% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons — Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
1,643 1,696 2,044 3.4% 2.7% 3.3% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
3.6% 3.2% 4.5% changement annuel 
Puissance réductible 29 
328 425 922 RESERVE (16-28+29) 30 
16.6% 20.0% 31.1% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine 4 combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
3,701 Réceptions - Provinces 38 
Total 39 
Livraisons - Garantie — Etats-Unis 40 
Livraisons - Garantie —- Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
8,235 8,450 9,727 2.9% 2.9% 2.9% ENERGIE GARANTIE DISPONIBLE 49 
2.6% 2.6% 2.9% changement annuel 


NN  — — 


14 


Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NEWFOUNDLAND (Labrador) 


CAPABILITY 


1 Hydro 

2 Steam 

3 Nuclear 

4 Internal Combustion 
5 Combustion Turbine 


6 Unspecified 
7 Total 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 


15 Contractural losses - United States 
16 Contractural losses - Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 


PEAK LOAD 


18 Net power generation 

19 Receipts — United States 
20 Receipts - Provinces 

21 Deliveries - United States 
22 Deliveries — Provinces 

23 Peak Met 

24 Load not met 

25 Indicated peak (23+24) 
27 Losses — United States 
26 Losses — Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 
annual change 


29 Curtailable load 


30 RESERVE (16-28+29) 
percent of indicated internal capability 


ENERGY 


31 Hydro 

32 Steam 

33 Nuclear 

34 Internal combustion 
35 Combustion turbine 
36 Total 


37 Reciepts — United States 
38 Reciepts - Provinces 
39 Total 


40 Deliveries - Firm — United States 

40 Deliveries — Firm — Provinces 

42 Deliveries —- Non-firm — United States 
42 Deliveries - Non-firm — Provinces 

44 Total 


45 Total Available (36+39-44) 


46 Non-firm deliveries within province 
47 Delivery Losses - United States 
48 Delivery Losses - Provinces 


49 NET FIRM ENERGY AVAILABLE 
annual change 


Actual - Réel Forecast-Prévision 
Winter - Hiver 
1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 


MW 
5,445 5,445 5,445 5,445 5,445 5,445 5,445 
7 7 7 7 7 7f 
21 26 29 29 29 29 29 
25 25 25 
5,466 5,478 5,481 5,481 5,506 5,506 5,506 
4,296 4,256 4,256 4,256 4,246 4,246 4,246 
4,296 4,256 4,256 4,256 4,246 4,246 4,246 
1,170 1,222 1,225 1,225 1,260 1,260 1,260 
146 145 145 79 65 65 65 
1,024 1,077 1,080 1,146 1,195 1,195 1,195 
5,598 5,624 5,582 
5,091 5,114 5,139 
473 507 510 443 
473 507 510 443 
173 173 173 79 
300 334 337 364 389 389 389 
2.4% 1.4% 0.9% 8.0% 6.9% 0.0% 0.0% 
724 743 743 782 806 806 806 
70.7% 69.0% 68.8% 68.2% 67.4% 67.4% 67.4% 
1980 1988 1989 1990 1991 1992 1993 
GW.h 
40,788 33,933 27,490 29,208 
30 26 28 28 
40,818 33,959 27,518 29,236 
37,808 30,727 24,370 26,164 30,699 30,615 30,615 
21 
37,829 30,727 24,370 26,164 
2,989 3,232 3,148 3,072 
696 595 486 518 
2,293 2,637 2,662 2,554 2,718 2,782 2,784 
-6.2% 1.8% 0.9% -4.1% 6.4% 2.4% 0.1% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - TERRE-NEUVE (Labrador) 
SR eae A a aS i 1 dt ee eee ae 
Forecast — Prévision Percentage change - compounded 


Pourcentage de variation - Composé 


Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a EN ee ee ee et) eee es Oe ee 


MW PUISSANCE MAXIMALE POSSIBLE 
5,445 5,445 6,365 Hydraulique 1 
7 7 7 Vapeur 2 
Nucléaire 3 
29 29 29 Combustion interne 4 
25 25 25 Turbine a combustion 5 
Non spécifié 6 
5,506 §,506 6,426 0.0% 0.1% 1.6% Total 7. 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
4,246 4,246 5,137 Provinces 12 
4,246 4,246 $3137 Total des livraisons 13 
1,260 1,260 1,289 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
65 65 140 Pertes contractuelles — Provinces 16 
1,195 1,195 1,149 1.1% 0.8% 0.0% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
390 390 420 2.0% 1.4% 1.4% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
0.3% 0.0% 1.5% changement annuel 
Puissance réductible 29 
805 805 729 RESERVE (16-28+29) 30 
67.4% 67.4% 63.4% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions — Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
30,615 30,615 34,421 Livraisons - Garantie - Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
2,788 2,792 2,895 1.1% 1.8% 1.3% ENERGIE GARANTIE DISPONIBLE 49 
0.1% 0.1% 0.7% changement annuel 


Rae ela RI eel la a es a be 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NEWFOUNDLAND 


Actual - Réel 


Winter — Hiver 


Forecast-Prévision 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 6,367 6,586 6,594 6,594 6,594 6,594 6,594 
2 Steam 464 500 522 §22 522 522 522 
3 Nuclear 
4 Internal Combustion 75 73 76 78 78 78 78 
5 Combustion Turbine 158 158 158 158 183 183 233 
6 Unspecified 
7 Total 7,064 ACoA 7,350 7,352 7,377 7,377 7,427 
Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 
Contracts for deliveries of firm power: 
11 United States 
12 Provinces 4,296 4,256 4,256 4,256 4,246 4,246 4,246 
13 Total deliveries 4,296 4,256 4,256 4,256 4,246 4,246 4,246 
14 Total Net Capability (7+10-13) 2,768 3,061 3,094 3,096 3,131 3,131 3,181 
15 Contractural losses - United States 
16 Contractural losses — Provinces 146 145 145 79 65 65 65 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 2,622 2,916 2,949 3,017 3,066 3,066 3,116 
PEAK LOAD 
18 Net power generation 7,052 7,140 7,066 
19 Receipts - United States 
20 Receipts - Provinces 
21 Deliveries — United States 
22 Deliveries — Provinces 5,091 5,114 5,139 
23 Peak Met 1,538 1,961 2,026 1,927 
24 Load not met 
25 Indicated peak (23+24) 1,538 1,961 2,026 1,927 
27 Losses — United States 
26 Losses — Provinces 173 173 173 79 
28 INDICATED INTERNAL PEAK (25-26-27) 1,365 1,788 1,853 1,848 1,906 1,913 1,975 
annual change 2.9% 3.4% 3.6% 0.3% 3.1% 0.4% 3.6% 
29 Curtailable load 
30 RESERVE (16-28+29) 1 2or 1,128 1,096 1,169 1,160 1,153 1,141 
percent of indicated internal capability 47.9% 38.7% 37.2% 38.7% 37.8% 37.6% 36.6% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 44,855 39,725 32,839 34,594 
32 Steam 1,387 1,420 2,026 1,865 
33 Nuclear 
34 Internal combustion 99 100 91 91 
35 Combustion turbine 10 4 5 5 
36 Total 46,351 41,249 34,961 36,555 
37 Reciepts — United States 
38 Reciepts - Provinces 
39 Total 
40 Deliveries — Firm — United States 
40 Deliveries - Firm — Provinces 37,808 30,727 24,370 26,164 30,699 30,615 30,615 
42 Deliveries —- Non-firm —- United States 
42 Deliveries — Non-firm — Provinces 21 
44 Total 37,829 30,727 24,370 26,164 
45 Total Available (36+39-44) 8,522 10,522 10,591 10,391 
46 Non-firm deliveries within province 23 
47 Delivery Losses — United States 
48 Delivery Losses — Provinces 696 595 486 518 
49 NET FIRM ENERGY AVAILABLE 7,803 9,927 10,105 9,873 10,324 10,545 10,808 
annual change 2.3% 3.1% 1.8% -2.3% 4.6% 2.1% 2.5% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - TERRE-NEUVE 
a 
Forecast - Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a a ga a ee a a ed em 


MW PUISSANCE MAXIMALE POSSIBLE 
6,594 6,594 7,514 Hydraulique 1 
522 672 672 Vapeur 2 
Nucléaire 3 
78 78 78 Combustion interne 4 
283 283 283 Turbine a combustion 5 
Non spécifié 6 
7,477 7,627 8,547 0.4% 0.7% 1.5% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
4,246 4,246 4,217 Provinces 12 
4,246 4,246 4,217 Total des livraisons 13 
3,231 3,381 4,330 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
65 65 65 Pertes contractuelles - Provinces 16 
3,166 3,316 4,265 1.4% 1.9% 3.5% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions —- Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes - provinces 27 
2,033 2,086 2,464 3.1% 2.5% 2.9% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
2.9% 2.6% 3.9% changement annuel 
Puissance réductible 29 
1,133 1,230 1,801 RESERVE (16-28+29) 30 
35.8% 37.1% 42.2% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine & combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions - Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
30,615 30,615 30,424 Livraisons - Garantie - Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons — Non garantie - Provinces 43 
Total 44 
Total disponible (36+39-44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
11,023 11,242 12,622 2.4% 2.6% 2.5% ENERGIE GARANTIE DISPONIBLE 49 
2.0% 2.0% 2.3% changement annuel 


i nnnnnnn ne nee SEE EEE EEE EEE 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- PRINCE EDWARD ISLAND 


Actual — Réel ‘ Forecast—Prévision 


Winter — Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 
2 Steam 65 65 65 65 65 65 65 
3 Nuclear 
4 Internal Combustion 7 10 10 10 10 10 10 
5 Combustion Turbine 39 39 39 39 39 39 39 
6 Unspecified 
7 Total 111 114 114 114 114 114 114 
Contracts for receipts of firm power: 
8 United States 
9 Provinces § 29 34 44 43 48 53 
10 Total receipts 5 29 34 44 43 48 §3 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 116 143 148 158 157 162 167 


15 Contractural losses — United States 
16 Contractural losses — Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 116 143 148 158 157 162 167 
PEAK LOAD 

18 Net power generation 65 48 30 

19 Receipts - United States 

20 Receipts - Provinces 62 85 105 


21 Deliveries — United States 
22 Deliveries — Provinces 


23 Peak Met 101 127 133 135 
24 Load not met 
25 Indicated peak (23+24) 101 127 133 135 


27 Losses — United States 
26 Losses — Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 101 127 133 135 140 140 144 
annual change 3.3% 2.9% 4.7% 1.5% 3.7% 0.0% 2.9% 

29 Curtailable load 5 6 6 6 10 10 10 

30 RESERVE (16-28+29) 20 22 21 29 27 32 33 
percent of indicated internal capability 17.2% 15.4% 14.2% 18.4% 17.2% 19.8% 19.8% 

1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 

31 Hydro 

32 Steam 122 78 97 TAL 

33 Nuclear 

34 Internal combustion 1 

35 Combustion turbine 3 7 7 

36 Total 126 85 104 81 

37 Reciepts — United States 

38 Reciepts — Provinces 388 606 623 672 688 715 714 

39 Total 388 606 623 672 


40 Deliveries - Firm — United States 

40 Deliveries — Firm — Provinces 

42 Deliveries — Non-firm — United States 
42 Deliveries — Non-firm - Provinces 

44 Total 


45 Total Available (36+39-44) 514 691 727 753 


46 Non-firm deliveries within province 
47 Delivery Losses — United States 
48 Delivery Losses — Provinces 


49 NET FIRM ENERGY AVAILABLE 514 691 727 753 777 787 811 
annual change 0.4% 3.8% 5.2% 3.6% 3.2% 1.3% 3.0% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE,APPEL MAXIMAL ET BESOINS D’ENERGIE -ILE-DU-PRINCE-EDOUARD 


Forecast - Prévision 


Winter — Hiver 


Percentage change - compounded 
Pourcentage de variation - Composé 


1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
MW PUISSANCE MAXIMALE POSSIBLE 
Hydraulique 1 
65 65 65 Vapeur 2 
Nucléaire 3 
10 10 10 Combustion interne 4 
39 39 39 Turbine a combustion 5 
Non speéecifié 6 
114 114 114 0.3% 0.0% 0.0% Total Uf 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
54 59 74 Provinces 9 
54 59 74 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 1 
Provinces 12 
Total des livraisons 13 
168 173 188 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
Pertes contractuelles — Provinces 16 
168 173 188 3.1% 1.8% 1.8% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions —- Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons — Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces on 
146 149 162 2.9% 2.0% 1.8% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
1.4% 2.1% 2.1% changement annuel 
10 10 10 Puissance réductible 29 
32 34 36 RESERVE (16-28+29) 30 
19.0% 19.7% 19.1% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine 4 combustion 35 
Total 36 
Réceptions ~ Etats-Unis 37 
733 747 845 Réceptions —- Provinces 38 
Total 39 
Livraisons — Garantie —- Etats-Unis 40 
Livraisons — Garantie - Provinces 41 
Livraisons — Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons ~ Provinces 48 
830 844 942 7.3% 2.3% 2.3% ENERGIE GARANTIE DISPONIBLE 49 
2.3% 1.7% 2.2% changement annuel 


Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NOVA SCOTIA 
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CAPABILITY 


1 Hydro 

2 Steam 

3 Nuclear 

4 Internal Combustion 


5 Combustion Turbine 
6 Unspecified 
7 Total 


Contracts for receipts of firm power: 
8 United States 


9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 


15 Contractural losses — United States 
16 Contractural losses - Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 


PEAK LOAD 


18 Net power generation 

19 Receipts - United States 
20 Receipts - Provinces 

21 Deliveries - United States 
22 Deliveries - Provinces 

23 Peak Met 

24 Load not met 

25 Indicated peak (23+24) 
27 Losses — United States 
26 Losses - Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 
annual change 


29 Curtailable load 


30 RESERVE (16-28+29) 
percent of indicated internal capability 


ENERGY 


31 Hydro 

32 Steam 

33 Nuclear 

34 Internal combustion 
35 Combustion turbine 
36 Total 


37 Reciepts — United States 
38 Reciepts — Provinces 
39 Total 


40 Deliveries — Firm — United States 

40 Deliveries — Firm - Provinces 

42 Deliveries - Non-firm — United States 
42 Deliveries — Non-firm — Provinces 

44 Total 


45 Total Available (36+39-—44) 


46 Non-firm deliveries within province 
47 Delivery Losses — United States 
48 Delivery Losses - Provinces 


49 NET FIRM ENERGY AVAILABLE 
annual change 


Actual — Réel 


Winter - Hiver 
1988-89 


1980 


MW 


376 
1,354 


205 


1,935 


1,935 


1,935 


1,197 


1,197 


1,197 
3.3% 


738 
38.1% 


1980 


387 
1,430 


222 


2,039 


2,039 


2,039 


1,654 


8,907 


3.4% 


1989-90 


388 
1,430 


222 
2,040 


2,040 


9,267 


4.0% 


1990-91 


397 
1,458 


222 


2,077 


2,077 


2,077 


Forecast-Prévision 


1991-92 


397 
1,608 


222 
2,227 


2,227 


2,227 


1,922 
5.3% 


161 


466 
20.9% 


1991 


3,199 


688 


10,365 
7.1% 


1992-93 


397 
1,632 


222 
2,251 


2,251 


2,251 


3,203 


920 


10,695 


3.2% 


1993-94 


2,478 


2,478 


2,700 


951 


10,983 


2.7% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE,APPEL MAXIMAL ET BESOINS D’ENERGIE — NOUVELLE ECOSSE 


Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 


MW PUISSANCE MAXIMALE POSSIBLE 
397 397 397 Hydraulique 1 
1,797 1,797 1,962 Vapeur 2 
Nucléaire 3 
Combustion interne 4 
222 222 322 Turbine a combustion 5 
62 62 Non spécifié 6 
2,478 2,478 2,681 0.7% 3.6% 2.6% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 1i 
Provinces 12 
Total des livraisons 13 
2,478 2,478 2,681 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles - Provinces 16 
2,478 2,478 2,681 0.7% 3.6% 2.6% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 2 
2,085 2,131 2,401 4.3% 3.1% 2.8% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
2.6% 2.2% 2.9% changement annuel 
169 171 184 Puissance réductible 29 
562 518 464 RESERVE (16-28+29) 30 
22.7% 20.9% 17.3% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions - Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
979 1,095 1,058 Livraisons - Garantie — Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
11,243 11,526 12,950 7.3% 3.6% 3.0% ENERGIE GARANTIE DISPONIBLE 49 
2.4% 2.5% 2.4% changement annuel 


aa eee 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NEW BRUNSWICK 


Actual — Réel 


Winter - Hiver 


Forecast—Prévision 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 890 924 819 934 934 934 934 
2 Steam 1,805 1,644 1,539 1,430 1,811 1,811 2,251 
3 Nuclear 635 635 635 635 635 635 
4 Internal Combustion 5 4 4 4 4 4 4 
5 Combustion Turbine 27 23 48 48 548 548 548 
6 Unspecified 
7 Total 2,727 3,230 3,045 3,051 3,932 3,932 4,372 
Contracts for receipts of firm power: 
8 United States 2 2 2 2 2 a 
9 Provinces 100 150 150 125 100 100 
10 Total receipts 102 152 152 127 102 102 
Contracts for deliveries of firm power: 
11 United States 458 307 307 307 307 162 112 
12 Provinces 5 25 35 25 445 450 455 
13 Total deliveries 463 332 342 332 752 612 567 
14 Total Net Capability (7+10-13) 2,264 3,000 2,855 2,871 3,307 3,422 3,907 
15 Contractural losses - United States 3 2 2 2 2 1 1 
16 Contractural losses - Provinces § 5 5 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 2,261 2,998 2,853 2,869 3,300 3,416 3,901 
PEAK LOAD 
18 Net power generation 2,803 Ze 2,719 
19 Receipts - United States 
20 Receipts - Provinces 220 405 413 
21 Deliveries - United States 609 459 436 
22 Deliveries - Provinces 44 39 64 
23 Peak Met 1,699 2,370 2,628 2,632 
24 Load not met 
25 Indicated peak (23+24) 1,699 2,370 2,628 2,632 
27 Losses - United States 1 1 1 
26 Losses — Provinces 4 4 4 
28 INDICATED INTERNAL PEAK (25-26-27) 1,699 2,365 2,623 2,627 2,723 2,789 2,884 
annual change 13.0% 4.2% 10.9% 0.2% 3.7% 2.4% 5.9% 
29 Curtailable load 40 67 21 21 21 21 
30 RESERVE (16-28+29) 562 673 297 263 598 648 1,038 
percent of indicated internal capability 24.9% 22.4% 10.4% 9.2% 18.1% 19.0% 26.6% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 2,664 2,615 2,389 3,483 
32 Steam 6,614 7,972 9,877 7,842 
33 Nuclear 5,342 5,269 5,338 
34 Internal combustion 1 
35 Combustion turbine 3 9 2 
36 Total 9,279 15,932 17,544 16,665 
37 Reciepts - United States 54 216 264 162 5 5 6 
38 Reciepts - Provinces 3,900 3,132 3,419 3 TAS) 3,199 3,203 2,700 
39 Total 3,954 3,348 3,683 2,937 
40 Deliveries - Firm — United States 2,849 2,522 2,399 2,397 2,265 1,334 962 
40 Deliveries — Firm — Provinces 4 155 270 258 688 920 951 
42 Deliveries — Non-firm — United States 1,028 2,695 2,241 1,878 
42 Deliveries — Non-firm — Provinces 556 1,209 2,866 1,896 
44 Total 4,437 6,581 7,776 6,429 
45 Total Available (36+39-44) 8,796 12,699 13,451 13,173 
46 Non-firm deliveries within province 
47 Delivery Losses - United States 84 113 97 79 
48 Delivery Losses — Provinces 15 36 101 79 
49 NET FIRM ENERGY AVAILABLE 8,697 12,550 13,253 13,015 13,847 14,537 14,864 
annual change 7.9% 4.7% 5.6% -1.8% 6.4% 5.0% 2.2% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE —- NOUVEAU-BRUNSWICK 
Beets See Re a BO ES as I Pe ak NS al ae ne 
Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a Fe ee aa 


MW PUISSANCE MAXIMALE POSSIBLE 
934 934 934 Hydraulique 1 
2,251 2,251 2,231 Vapeur 2 
635 635 635 Nucléaire 3 
4 4 4 Combustion interne 4 
548 548 548 Turbine & combustion 5 
Non spécifié 6 
4,372 4,372 4,352 1.1% 7.5% 3.6% Total 7 
Contrats de réceptions de puissance réguliére: 
2 2 2 Etats-Unis 8 
Provinces 9 
2 2 2 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
147 147 47 Etats-Unis 1 
460 470 380 Provinces 12 
607 617 427 Total des livraisons 13 
3,767 3,757 3,927 Total de puissance maximale net (7+10-13) 14 
1 1 Pertes contractuelles — Etats-Unis 15 
5 5 4 Pertes contractuelles — Provinces 16 
3,761 3,751 3,923 2.4% 5.5% 3.2% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions - Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
2,985 3,072 3,506 4.5% 3.2% 2.9% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
3.5% 2.9% 3.3% changement annuel 
21 21 21 Puissance réductible 29 
797 700 438 RESERVE (16-28+29) 30 
21.2% 18.7% 11.2% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine & combustion 35 
Total 36 
6 6 6 Réceptions - Etats-Unis 37 
Réceptions —- Provinces 38 
Total 39 
1,223 1,223 477 Livraisons - Garantie - Etats-Unis 40 
979 1,095 1,058 Livraisons - Garantie - Provinces 41 
Livraisons — Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
15,354 15,805 18,137 4.1% 4.0% 3.4% ENERGIE GARANTIE DISPONIBLE 49 
3.3% 2.9% 2.8% changement annuel 


aN ——————— 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS - QUEBEC 


Actual - Réel Forecast—Prévision 


Winter — Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 

CAPABILITY MW 

1 Hydro 17,600 26,368 26,130 25,978 27,400 28,444 29,193 

2 Steam 621 625 625 625 625 625 625 

3 Nuclear 670 670 670 670 667 662 

4 Internal Combustion 70 49 60 60 55 56 57 

5 Combustion Turbine 421 400 424 462 462 655 850 

6 Unspecified 

7 Total 18,712 28,112 27,909 27,795 29,212 30,447 31,387 
Contracts for receipts of firm power: 

8 United States 1 300 500 400 400 400 400 

9 Provinces 4,955 §,250 5,200 4,257 4,247 4,207 4,167 

10 Total receipts 4,956 5,550 5,700 4,657 4,647 4,607 4,567 
Contracts for deliveries of firm power: 

11 United States 60 150 150 257 232 260 260 

12 Provinces 67 156 156 181 156 306 106 

13 Total deliveries 127 306 306 438 388 566 366 

14 Total Net Capability (7+10-13) 23,541 33,356 33,303 32,014 33,471 34,488 35,588 

15 Contractural losses — United States 4 9 10 17 15 17 17 

16 Contractural losses - Provinces 4 9 10 Alt 10 20 7 

17 INDICATED INTERNAL CAPABILITY (14-15-16) 23,533 33,338 33,283 31,986 33,446 34,451 35,564 
PEAK LOAD 

18 Net power generation 24,381 22,289 21,552 

19 Receipts - United States 298 738 600 

20 Receipts - Provinces 3,790 5,046 5,128 

21 Deliveries — United States 265 3 236 

22 Deliveries - Provinces 16 53 183 

23 Peak Met 20,123 28,188 28,017 26,861 

24 Load not met 557 772 1,511 497 

25 Indicated peak (23+24) 20,680 28,960 29,528 27,358 

27 Losses — United States 26 15 

26 Losses — Provinces 3 12 

28 INDICATED INTERNAL PEAK (25-26-27) 20,680 28,934 29,525 27,331 29,127 30,187 31,140 

annual change 2.9% 4.3% 2.0% -7.4% 6.6% 3.6% 3.2% 
29 Curtailable load 531 935 1,190 364 1,000 1,050 1,100 
30 RESERVE (16-28+29) 3,384 5,339 4,948 5,019 §,319 §,314 5,524 
percent of indicated internal capability 14.4% 16.0% 14.9% 15.7% 15.9% 15.4% 15.5% 
1980 1988 1989 1990 1991 1992 1993 

ENERGY GW.h 

31 Hydro 97,628 144,106 139,051 129,939 

32 Steam 10 152 1,390 1,638 

33 Nuclear 5,282 4,850 4,070 

34 Internal combustion 260 221 221 237 

35 Combustion turbine 20 1 45 (2) 

36 Total 97,918 149,762 145,557 135,882 

37 Reciepts - United States 6 86 1,187 1,188 5 5 6 

38 Reciepts - Provinces 37,879 31,359 26,508 27,718 3,199 3,203 2,700 

39 Total 37,885 31,445 27,695 28,906 

40 Deliveries — Firm -— United States 3,194 4,921 4,930 2,990 2,265 1,334 962 

40 Deliveries — Firm — Provinces 3,292 3,020 3,966 3,687 688 920 951 

42 Deliveries - Non-firm — United States 4,913 6,942 697 413 

42 Deliveries —- Non-firm — Provinces 6,150 2,238 135 23 

44 Total 17,549 17,121 9,728 7,113 

45 Total Available (36+39-44) 118,254 164,086 163,524 157,675 

46 Non-firm deliveries within province 4,217 8,723 305 

47 Delivery Losses — United States 500 630 210 181 

48 Delivery Losses — Provinces 463 300 170 144 

49 NET FIRM ENERGY AVAILABLE 113,074 154,433 162,839 157,350 169,877 174,377 179,977 


annual change 5.9% 4.0% 5.4% -3.4% 8.0% 2.6% 3.2% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE,APPEL MAXIMAL ET BESOINS D'ENERGIE - QUEBEC 
a a ee mr ee Oe gee a Ne ee eee ee 
Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
i ee ee a a ee ee ee ie 


MW PUISSANCE MAXIMALE POSSIBLE 
30,479 31,434 35,709 Hydraulique 1 
625 625 625 Vapeur 2 
657 657 657 Nucléaire 3 
59 60 66 Combustion interne 4 
850 850 850 Turbine a combustion 5 
Non spécifié 6 
32,670 33,626 37,907 4.0% 3.9% 3.2% Total 7 
Contrats de réceptions de puissance réguliére: 

400 400 400 Etats-Unis 8 
4,127 4,083 4,083 Provinces 9 
4,527 4,483 4,483 Total des réceptions 10 

Contrats de livraisons de puissance réguliére: 
260 823 2,481 Etats-Unis 11 
56 56 Provinces 12 
316 879 2,481 Total des livraisons 13 
36,881 37,230 39,909 Total de puissance maximale net (7+10-13) 14 
We 53 161 Pertes contractuelles - Etats-Unis 15 
4 4 Pertes contractuelles — Provinces 16 
36,860 37,173 39,748 3.1% 3.1% 2.2% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons — Etats-Unis 21 
Livraisons — Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) Zo 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
31,753 31,904 33,278 2.8% 3.1% 2.0% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 

2.0% 0.5% 0.9% changement annuel 
1,150 1,200 1,200 Puissance réductible 29 
6,257 6,469 7,670 RESERVE (16-28+29) 30 
17.0% 17.4% 19.3% Pourcentage de puissance maximale interne indiquée 

1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
6 6 6 Réceptions ~ Etats-Unis 37 
Receptions — Provinces 38 
Total 39 
1,223 1,223 477 Livraisons - Garantie - Etats-Unis 40 
979 1,095 1,058 Livraisons — Garantie — Provinces 41 
Livraisons - Non garantie — Etats-Unis 42 
Livraisons - Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
182,077 185,277 204,277 3.4% 3.3% 2.6% ENERGIE GARANTIE DISPONIBLE 49 
1.2% 1.8% 2.0% changement annuel 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS - ONTARIO 


Actual - Réel Forecast-Prévision 


Winter —- Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW. 
1 Hydro 7,036 6,946 7,163 7,133 7,140 7,150 7,165 
2 Steam 10,659 11,138 11,063 11,888 11,410 12,115 12,245 
3 Nuclear 5,248 10,584 10,594 11,770 11,287 12,381 13,970 
4 Internal Combustion 8 9 9 10 10 10 10 
5 Combustion Turbine 666 414 414 420 420 420 420 
6 Unspecified 
7 Total 23,617 29,091 29,243 30,688 29,863 31,461 33,126 
Contracts for receipts of firm power: 
8 United States 
9 Provinces 259 200 200 200 
10 Total receipts 259 0 200 200 200 
Contracts for deliveries of firm power: 
11 United States 35 114 94 19 112 
12 Provinces 
13 Total deliveries 35 114 94 19 112 
14 Total Net Capability (7+10-13) 23,841 28,977 29,149 30,869 29,951 31,661 33,126 
15 Contractural losses — United States 
16 Contractural losses - Provinces 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 23,841 28,977 29,149 30,869 29,951 31,661 33,126 
PEAK LOAD 
18 Net power generation 24,279 22,742 22,636 
19 Receipts - United States 2 1,293 984 
20 Receipts — Provinces 263 265 234 
21 Deliveries — United States 766 102 
22 Deliveries — Provinces 
23 Peak Met 17,767 23,778 24,300 23,752 
24 Load not met 
25 Indicated peak (23+24) 17,767 23,778 24,300 23,752 
27 Losses - United States 
26 Losses — Provinces 
28 INDICATED INTERNAL PEAK (25-26-27) 17,767 23,778 24,300 23,752 24,855 25,606 26,127 
annual change 2.9% 3.7% 2.2% -2.3% 4.6% 3.0% 2.0% 
29 Curtailable load 482 330 595 630 630 
30 RESERVE (16-28+29) 6,074 5,199 §,331 7,447 5,691 6,685 7,629 
percent of indicated internal capability 25.5% 17.9% 18.3% 24.1% 19.0% 21.1% 23.0% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 40,193 38,500 38,792 40,561 
32 Steam 32,731 36,016 36,633 28,952 
33 Nuclear 35,885 67,552 65,261 59,353 
34 Internal combustion 1 2 2 1 
35 Combustion turbine 1,324 935 1,012 903 
36 Total 110,134 143,005 141,700 129,770 
37 Reciepts — United States 249 2,491 1,451 13,339 1,321 1,120 250 
38 Reciepts — Provinces 7,200 2,832 1,223 2,362 1,781 1,361 421 
39 Total 7,449 §,323 2,674 15,701 
40 Deliveries — Firm - United States 320 383 243 229 65 100 
40 Deliveries — Firm — Provinces 658 1 
42 Deliveries —- Non-firm — United States 10,993 7,056 1,045 1,821 
42 Deliveries — Non-firm — Provinces 45 80 1,865 118 
44 Total 11,358 7,519 3,811 2,169 
45 Total Available (36+39-—44) 106,225 140,809 140,563 143,302 


46 Non-firm deliveries within province 
47 Delivery Losses — United States 
48 Delivery Losses — Provinces 


49 NET FIRM ENERGY AVAILABLE 106,225 140,809 140,563 143,302 143,920 148,660 152,200 
annual change 1.8% 3.6% -0.2% 1.9% 0.4% 3.3% 2.4% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - ONTARIO 
Sasa ee eS i a a a 
Forecast — Prévision Percentage change - compounded 


Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
——————— a eh 


MW PUISSANCE MAXIMALE POSSIBLE 
7,185 7,215 8,740 Hydraulique 1 
12,355 12,495 14,675 Vapeur 2 
14,082 14,195 15,524 Nucléaire 3 
10 10 10 Combustion interne 4 
420 420 420 Turbine a combustion 5 
Non spécifié 6 
33,379 33,574 38,213 2.7% 1.8% 2.2% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
400 Provinces 9 
400 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
Provinces 12 
Total des livraisons 13 
33,379 33,574 38,613 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
Pertes contractuelles — Provinces 16 
33,379 33,574 38,613 2.6% 1.7% 2.3% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
27,252 28,153 30,252 2.9% 3.5% 2.4% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
4.3% 3.3% 2.1% changement annuel 
630 630 770 Puissance réductible 29 
6,757 6,051 9,131 RESERVE (16-28+29) 30 
20.2% 18.0% 23.6% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
250 250 250 Réceptions - Etats-Unis 37 
421 421 421 Réceptions — Provinces 38 
Total 39 
Livraisons - Garantie — Etats-Unis 40 
Livraisons — Garantie — Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons - Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
156,050 160,050 180,980 3.0% 2.2% 2.4% ENERGIE GARANTIE DISPONIBLE 49 
2.5% 2.6% 2.5% changement annuel 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS — MANITOBA 


Actual — Réel Forecast-Prévision 


Winter - Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 3,620 3,384 3,592 3,892 4,546 4,943 4,943 
2 Steam 416 401 303 278 371 371 371 
3 Nuclear 
4 Internal Combustion 29 16 17 17 19 19 19 
5 Combustion Turbine 24 
6 Unspecified 
7 Total 4,089 3,801 3,912 4,187 4,936 5,333 §,333 
Contracts for receipts of firm power: 
8 United States 300 300 300 300 300 
9 Provinces 74 
10 Total receipts 374 300 300 300 300 
Contracts for deliveries of firm power: 
11 United States 300 500 
12 Provinces 45 200 200 200 
13 Total deliveries 345 200 200 200 500 
14 Total Net Capability (7+10-13) 4,118 4,101 4,212 4,287 5,036 §,133 4,833 
15 Contractural losses - United States 
16 Contractural losses - Provinces 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 4,118 4,101 4,212 4,287 5,036 5,133 4,833 
PEAK LOAD 
18 Net power generation 3,475 3,365 3,971 
19 Receipts - United States 248 
20 Receipts —- Provinces 194 182 153 
21 Deliveries — United States 90 209 
22 Deliveries - Provinces 178 199 356 
23 Peak Met 2,681 3,401 3,596 3,559 
24 Load not met 
25 Indicated peak (23+24) 2,681 3,401 3,596 3,559 
27 Losses - United States 7 15 
26 Losses - Provinces 6 7 20 
28 INDICATED INTERNAL PEAK (25-26-27) 2,681 3,388 3,589 3,524 3,667 3,747 3,818 
annual change 5.5% 3.0% 5.9% -1.8% 4.1% 2.2% 1.9% 
29 Curtailable load 
30 RESERVE (16-28+29) 1,437 713 623 763 1,369 1,386 1,015 
percent of indicated internal capability 34.9% 17.4% 14.8% 17.8% 27.2% 27.0% 21.0% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 19,095 15,379 18,329 19,827 
32 Steam 323 912 420 388 
33 Nuclear 
34 Internal combustion 50 25 26 27 
35 Combustion turbine 
36 Total 19,468 16,316 18,775 20,242 
37 Reciepts — United States 191 1,969 1,451 991 261 261 173 
38 Reciepts — Provinces 951 1,127 1,223 1,089 
39 Total 1,142 3,096 2,674 2,080 
40 Deliveries — Firm — United States 861 343 243 262 946 1,449 3,388 
40 Deliveries — Firm — Provinces 1,427 243 658 1,066 1,071 1,000 329 
42 Deliveries —- Non-firm - United States 2,668 286 1,045 1,788 
42 Deliveries — Non-firm — Provinces 18727. 1,667 1,865 1,686 
44 Total 6,683 2,539 3,811 4,802 
45 Total Available (36+39-—44) 13,927 16,873 17,638 17,520 18,271 18,765 19,142 
46 Non-firm deliveries within province 17, 1 2 
47 Delivery Losses - United States 131 63 129 130 
48 Delivery Losses — Provinces 287 57 99 139 
49 NET FIRM ENERGY AVAILABLE 13,492 16,752 17,408 17,251 18,573 19,067 19,444 
annual change -1.6% 2.7% 3.9% -0.9% 7.7% 2.7% 2.0% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D'ENERGIE —- MANITOBA 
cE ee ee eet es ee rl Se ee ee 8 erie ele 
Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a a a a a ee 


MW PUISSANCE MAXIMALE POSSIBLE 
4,943 4,943 5,904 Hydraulique 1 
371 371 371 Vapeur a 
Nucléaire 3 
19 19 19 Combustion interne 4 
Turbine a combustion 5 
Non spécifié 6 
5,333 §,333 6,294 0.2% 5.0% 4.2% Total 7 
Contrats de réceptions de puissance réguliére: 
300 500 Etats-Unis 8 
Provinces 9 
300 500 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
500 500 500 Etats-Unis 11 
400 Provinces 12 
500 500 900 Total des livraisons 13 
4,833 5,133 5,894 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles — Provinces 16 
4,833 §,133 5,894 0.4% 3.7% 3.2% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes —- provinces 27 
3,914 3,993 4,402 2.8% 2.5% 2.2% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
2.5% 2.0% 2.4% changement annuel 
Puissance réductible 29 
919 1,140 1,492 RESERVE (16-28+29) 30 
19.0% 22.2% 25.3% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
88 439 Réceptions — Etats-Unis 37 
Réceptions — Provinces 38 
Total 39 
4,468 3,727 3,595 Livraisons - Garantie - Etats-Unis 40 
1,635 Livraisons - Garantie - Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons - Non garantie - Provinces 43 
Total 44 
19,609 19,988 22,577 Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
19,911 20,290 22,879 2.5% 3.3% 2.9% ENERGIE GARANTIE DISPONIBLE 49 
2.4% 1.9% 2.4% changement annuel 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- SASKATCHEWAN 


CAPABILITY 


1 Hydro 

2 Steam 

3 Nuclear 

4 Internal Combustion 
5 Combustion Turbine 


6 Unspecified 
7 Total 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 


15 Contractural losses — United States 
16 Contractural losses — Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 


PEAK LOAD 


18 Net power generation 

19 Receipts - United States 
20 Receipts - Provinces 

21 Deliveries — United States 
22 Deliveries — Provinces 

23 Peak Met 

24 Load not met 

25 Indicated peak (23+24) 
27 Losses —- United States 
26 Losses - Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 
annual change 


29 Curtailable load 


30 RESERVE (16-28+29) 
percent of indicated internal capability 


ENERGY 


31 Hydro 

32 Steam 

33 Nuclear 

34 Internal combustion 
35 Combustion turbine 
36 Total 


37 Reciepts — United States 
38 Reciepts — Provinces 
39 Total 


40 Deliveries - Firm - United States 

40 Deliveries — Firm — Provinces 

42 Deliveries —- Non-firm - United States 
42 Deliveries — Non-firm — Provinces 

44 Total 


45 Total Available (36+39-—44) 


46 Non-firm deliveries within province 
47 Delivery Losses — United States 
48 Delivery Losses — Provinces 


49 NET FIRM ENERGY AVAILABLE 
annual change 


Actual - Réel 
Winter - Hiver 
1980 1988-89 
MW 
585 847 
1,539 Une ALS} 
9 3 
100 136 
2,233 2,699 
150 
5 
155 
1 3 
1 3 
2,232 2,851 
2,232 2,851 
2,166 
129 
2,000 2,295 
85 
2,085 2,295 
2,085 2,295 
21.2% 1.2% 
70 140 
217 696 
9.7% 24.4% 
1980 1988 
GW.h 
2,549 2,343 
6,568 10,534 
23 re 
64 75 
9,204 12,959 
315 
1,579 1,370 
1,579 1,685 
955 5 
57 
1,104 
955 1,166 
9,828 13,478 
29 
9,799 13,478 
2.6% 4.1% 


1989-90 


157 


84 
13,526 


142 
1,155 
1,297 


7 

75 
1,116 
1,198 


13,625 


13,625 
1.1% 


1990-91 


13,654 
0.2% 


1991-92 


2,855 


2,517 
6.8% 


148 


486 
17.0% 


1991 


14,404 
5.5% 


Forecast-Prévision 


1992-93 1993-94 


847 847 
1,932 1,932 


100 100 
7 7 
107 107 


_ 
= 


3,024 3,124 


3,024 3,124 


§33 530 
17.6% 17.0% 


1992 1993 
88 88 
85 83 
173 171 
88 88 
3 3 


15,201 15,877 
5.5% 4.4% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - SASKATCHEWAN 
a a AN a ee ee eh) poems 
Forecast - Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a 


MW PUISSANCE MAXIMALE POSSIBLE 
847 847 847 Hydraulique 1 
1,932 1,932 2,212 Vapeur 2 
Nucléaire 3 
3 3 3 Combustion interne 4 
236 236 286 Turbine a combustion 5 
Non spécifié 6 
3,018 3,018 3,348 1.9% 2.3% 2.2% Total 7 
Contrats de réceptions de puissance réguliére: 
100 100 100 Etats-Unis 8 
U i, if Provinces 9 
107 107 107 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 1 
126 126 126 Provinces 12 
126 126 126 Total des livraisons 13 
2,999 2,999 3,329 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
Pertes contractuelles — Provinces 16 
2,999 2,999 3,329 2.5% 1.0% 1.5% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions - Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
2,817 2,870 3,142 1.2% 4.0% 2.9% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
2.7% 1.9% 2.2% changement annuel 
150 191 191 Puissance réductible 29 
332 320 378 RESERVE (16-28+29) 30 
11.1% 10.7% 11.4% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
88 88 88 Réceptions - Etats-Unis 37 
152 153 129 Réceptions —- Provinces 38 
240 241 217. Total 39 
88 88 88 Livraisons - Garantie - Etats-Unis 40 
3 3 3 Livraisons — Garantie — Provinces 41 
Livraisons - Non garantie — Etats-Unis 42 
Livraisons - Non garantie - Provinces 43 
Total 44 
Total disponible (36+39-44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
16,323 16,633 18,314 3.4% 4.0% 3.0% ENERGIE GARANTIE DISPONIBLE 49 
2.8% 1.9% 1.9% changement annuel : 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS — ALBERTA 


Actual - Réel Forecast-Prévision 


Winter - Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 
1 Hydro 801 795 795 795 795 795 795 
2 Steam 4,458 5,853 6,478 6,507 6,913 6,913 6,913 
3 Nuclear 
4 Internal Combustion 39 54 30 10 10 10 10 
5 Combustion Turbine 320 497 455 427 427 427 457 
6 Unspecified 30 83 
7 Total 5,618 7,199 7,758 7,739 8,145 8,175 8,258 
Contracts for receipts of firm power: 
8 United States 
9 Provinces 1 
10 Total receipts 1 
Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 
14 Total Net Capability (7+10-13) 5,619 7,199 7,758 7,739 8,145 8,175 8,258 
15 Contractural losses - United States 
16 Contractural losses - Provinces 
17 INDICATED INTERNAL CAPABILITY (14-15-16) 5,619 7,199 7,758 7,739 8,145 8,175 8,258 
PEAK LOAD 
18 Net power generation 5,818 6,093 6,539 
19 Receipts - United States 
20 Receipts — Provinces 107 2 
21 Deliveries — United States 
22 Deliveries — Provinces 2 32 
23 Peak Met 3,879 5,816 6,200 6,509 
24 Load not met 
25 Indicated peak (23+24) 3,879 5,816 6,200 6,509 
27 Losses — United States 
26 Losses — Provinces 
28 INDICATED INTERNAL PEAK (25-26-27) 3,879 5,816 6,200 6,509 6,684 6,961 7,179 
annual change 8.4% 5.2% 6.6% 5.0% 2.7% 4.1% 74% 
29 Curtailable load 134 148 121 252 290 353 343 
30 RESERVE (16-28+29) 1,874 1,531 1,679 1,482 1,751 1,567 1,422 
percent of indicated internal capability 33.4% 21.3% 21.6% 19.1% 21.5% 19.2% 17.2% 
1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 
31 Hydro 1,699 1,431 1,598 2,060 
32 Steam 21,039 36,682 39,629 38,985 
33 Nuclear ; 
34 Internal combustion 32 80 17 30 
35 Combustion turbine 681 2,128 2,181 2,087 
36 Total 23,451 40,321 43,425 43,162 
37 Reciepts - United States 2 3 3 3 
38 Reciepts — Provinces 104 36 57 222 
39 Total 106 39 60 225 
40 Deliveries — Firm — United States 
40 Deliveries — Firm - Provinces 385 1 1 
42 Deliveries - Non-firm — United States 
42 Deliveries - Non-firm - Provinces 914 2,333 1,024 
44 Total 385 915 2,334 1,024 
45 Total Available (36+39-44) 23,172 39,445 41,151 42,363 
46 Non-firm deliveries within province 21 232 225 455 
47 Delivery Losses - United States 
48 Delivery Losses — Provinces 18 45 115 54 
49 NET FIRM ENERGY AVAILABLE 23,133 39,168 40,811 41,854 43,475 45,487 46,838 
annual change 8.2% 6.8% 4.2% 2.6% 3.9% 4.6% 3.0% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE,APPEL MAXIMAL ET BESOINS D’ENERGIE — ALBERTA 
Forecast —- Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 


2000-01 1990-91 1995-96 2000-01 


1980 1990-91 1990-91 
a 


MW PUISSANCE MAXIMALE POSSIBLE 
795 795 795 Hydraulique 1 
6,913 6,913 6,665 Vapeur 2 
Nucléaire 3 
10 10 10 Combustion interne 4 
457 437 343 Turbine a combustion 5 
125 125 1,225 Non spécifié 6 
8,300 8,280 9,038 3.3% 1.4% 1.6% Total 7f 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 14 
Provinces 12 
Total des livraisons 13 
8,300 8,280 9,038 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles - Etats-Unis 15 
Pertes contractuelles - Provinces 16 
8,300 8,280 9,038 3.3% 1.4% 1.6% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions - Provinces 20 
Livraisons — Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
7,341 7,656 8,378 5.3% 3.3% 2.6% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
2.3% 4.3% 2.7% changement annuel 
370 405 470 Puissance réductible 29 
1,329 1,029 1,130 RESERVE (16-28+29) 30 
16.0% 12.4% 12.5% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions —- Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
Livraisons — Garantie — Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons - Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons — Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
47,992 49,430 55,126 6.1% 3.4% 2.8% ENERGIE GARANTIE DISPONIBLE 49 
2.5% 3.0% 2.2% changement annuel ; 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS - BRITISH COLUMBIA 


CAPABILITY 


1 Hydro 

2 Steam 

3 Nuclear 

4 Internal Combustion 


5 Combustion Turbine 
6 Unspecified 
7 Total 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 


15 Contractural losses - United States 
16 Contractural losses - Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 
PEAK LOAD 


18 Net power generation 

19 Receipts - United States 
20 Receipts — Provinces 

21 Deliveries - United States 
22 Deliveries — Provinces 

23 Peak Met 

24 Load not met 

25 Indicated peak (23+24) 
27 Losses - United States 
26 Losses — Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 
annual change 


29 Curtailable load 


30 RESERVE (16-28+29) 
percent of indicated internal capability 


ENERGY 


31 Hydro 

32 Steam 

33 Nuclear 

34 Internal combustion 
35 Combustion turbine 
36 Total 


37 Reciepts - United States 
38 Reciepts - Provinces 
39 Total 


40 Deliveries - Firm — United States 

40 Deliveries — Firm — Provinces 

42 Deliveries — Non-firm - United States 
42 Deliveries - Non-firm — Provinces 

44 Total 


45 Total Available (36+39-44) 


46 Non-firm deliveries within province 
47 Delivery Losses — United States 
48 Delivery Losses — Provinces 


49 NET FIRM ENERGY AVAILABLE 
annual change 


Actual - Réel 


Winter - Hiver 


1980 1988-89 1989-90 
MW 
9,294 11,138 10,929 
1,186 1,341 1,343 
125 101 100 
336 160 160 
10,941 12,740 12,532 
50 
50 
3 201 201 
1 1 1 
4 202 202 
10,987 12,538 12,330 
20 20 
10,987 12,518 12,310 
9,512 9,572 
19 194 
18 100 
300 666 
17 
7,384 9,232 9,200 
7,384 9,232 9,200 
30 67 
2 
7,384 9,200 9,133 
8.9% 2.8% 0.7% 
3,603 3,318 3,177 
32.8% 26.5% 25.8% 
1980 1988 1989 
GW.h 
40,860 58,588 51,107 
2,303 2,340 6,624 
268 219 243 
(15) (1) 1 
43,416 61,146 57,975 
2,437 1,132 2,024 
385 915 2,302 
2,822 2,047 4,326 
8 2 476 
5 161 
3,342 29 5,866 
95 8,690 48 
3,450 8,882 6,390 
42,788 54,311 55,911 
147 443 272 
2 3 11 
42,639 53,865 55,628 
3.4% 3.0% 3.3% 


1990-91 


10,658 
478 


93 
140 


11,369 


1991-92 


10,736 
478 


93 
140 


11,447 


11,224 


9,541 
2.3% 


1,683 
15.0% 


1991 


59,316 
“3.9% 


Forecast—Prévision 


1992-93 


10,749 
478 


93 
140 


11,460 


11,257 
20 


11,237 


9,528 
0.1% 


1,709 
15.2% 


1992 


59,959 
1.1% 


1993-94 


10,799 
533 


92 
245 


11,669 


11,445 


9,715 
2.0% 


1,730 
15.1% 


1993 


60,945 
1.6% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - COLOMBIE BRIANNIQUE 
Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter — Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a 


MW PUISSANCE MAXIMALE POSSIBLE 
10,825 10,840 10,848 Hydraulique 1 
643 763 1,003 Vapeur 2 
Nucléaire 3 
92 92 94 Combustion interne 4 
245 245 245 Turbine & combustion 5 
Non spécifié 6 
11,805 11,940 12,190 0.4% 1.0% 0.7% Total 7 
Contrats de réceptions de puissance réguliére: 
600 Etats-Unis 8 
Provinces 9 
600 Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
203 203 204 Etats-Unis 11 
" 1 1 Provinces 12 
204 204 205 Total des livraisons Ue 
11,601 11,736 12,585 Total de puissance maximale net (7+10-13) 14 
20 20 20 Pertes contractuelles —- Etats-Unis 15 
Pertes contractuelles — Provinces 16 
11,581 11,716 12,565 0.1% 1.0% 1.2% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) zs 
L’'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions - Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 74) 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
10,050 10,361 11,257 2.4% 2.1% 1.9% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
3.4% 3.1% 2.3% changement annuel 
Puissance réductible 29 
1,531 1,355 1,308 RESERVE (16-28+29) 30 
13.2% 11.6% 10.4% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
2,760 Réceptions - Etats-Unis 37 
Réceptions —- Provinces 38 
2,760 Total 39 
338 338 341 Livraisons - Garantie - Etats-Unis 40 
2 2 2 Livraisons - Garantie — Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons — Non garantie — Provinces 43 
Total 44 
Total disponible (36+39—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons - Provinces 48 
62,616 64,610 69,857 3.0% 2.5% 2.0% ENERGIE GARANTIE DISPONIBLE 49 
2.7% 3.2% 1.6% changement annuel : 


Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS - YUKON 


Actual - Réel 


1980 


Winter —- Hiver 


1988-89 


1989-90 


1990-91 


Forecast-Prévision 


1991-92 1992-93 


1993-94 


CAPABILITY 


1 Hydro 

2 Steam 

3 Nuclear 

4 Internal Combustion 


5 Combustion Turbine 
6 Unspecified 
7 Total 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 


15 Contractural losses - United States 
16 Contractural losses - Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 
PEAK LOAD 


18 Net power generation 

19 Receipts - United States 
20 Receipts — Provinces 

21 Deliveries - United States 
22 Deliveries — Provinces 

23 Peak Met 

24 Load not met 

25 Indicated peak (23+24) 
27 Losses — United States 
26 Losses — Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 
annual change 


29 Curtailable load 


30 RESERVE (16-28+29) 
percent of indicated internal capability 


ENERGY 


31 Hydro 

32 Steam 

33 Nuclear 

34 Internal combustion 
35 Combustion turbine 
36 Total 


37 Reciepts — United States 
38 Reciepts - Provinces 
39 Total 


40 Deliveries — Firm — United States 

40 Deliveries — Firm - Provinces 

42 Deliveries — Non-firm - United States 
42 Deliveries —- Non-firm - Provinces 

44 Total 


45 Total Available (36+39—44) 


46 Non-firm deliveries within province 
47 Delivery Losses - United States 
48 Delivery Losses — Provinces 


49 NET FIRM ENERGY AVAILABLE 
annual change 


MW 


383 


383 


8.5% 


118 


118 


118 


409 


439 


439 


1.7% 


123 


123 


123 


405 


440 


440 


0.2% 


128 


128 


128 


423 


485 


485 
10.2% 


84 86 
2.4% 2.4% 


49 51 
36.8% 37.2% 


1991 1992 


493 497 


“1.6% 0.8% 


142 


142 


142 


500 
0.6% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - YUKON 
ee BN i a I RR as ah ok pe cipitation A eb RR ee ene el pr le AUN er a PR 
Forecast - Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 


1980 1990-91 1990-91 
ee ye eee ee 


MW PUISSANCE MAXIMALE POSSIBLE 
79 86 96 Hydraulique 1 
Vapeur 2 
Nucléaire 3 
67 67 68 Combustion interne 4 
Turbine a combustion 5 
Non spécifié 6 
146 153 164 2.8% 3.6% 2.5% Total 7h 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions : 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
Provinces 12 
Total des livraisons 13 
146 153 164 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles - Provinces 16 
146 153 164 2.8% 3.6% 2.5% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L'APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons — Etats-Unis 21 
Livraisons - Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
83 83 89 0.9% 0.2% 0.8% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
-5.7% 0.0% 1.4% changement annuel 
Puissance réductible 29 
63 70 75 RESERVE (16-28+29) 30 
43.2% 45.8% 45.7% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions — Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
Livraisons - Garantie - Provinces 41 
Livraisons - Non garantie — Etats-Unis 42 
Livraisons — Non garantie - Provinces 43 
Total 44 
Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
500 502 537 2.4% 0.7% 1.0% ENERGIE GARANTIE DISPONIBLE 49 
0.0% 0.4% 1.4% changement annuel : 
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Table 1. CAPABILITY, PEAK LOAD and ENERGY REQUIREMENTS —- NORTHWEST TERRITORIES 


Actual - Réel Forecast-Prévision 


Winter — Hiver 


1980 1988-89 1989-90 1990-91 1991-92 1992-93 1993-94 
CAPABILITY MW 

1 Hydro 60 48 50 50 50 50 50 
2 Steam 
3 Nuclear 
4 Internal Combustion 62 116 120 124 125 135 137 
5 Combustion Turbine 18 18 18 18 18 18 
6 Unspecified 
7 Total 122 182 188 192 193 203 205 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 

10 Total receipts 


Contracts for deliveries of firm power: 
11 United States 
12 Provinces 
13 Total deliveries 


14 Total Net Capability (7+10-13) 122 182 188 192 193 203 205 


15 Contractural losses — United States 
16 Contractural losses — Provinces 


17 INDICATED INTERNAL CAPABILITY (14-15-16) 122 182 188 192 193 203 205 
PEAK LOAD 
18 Net power generation 100 108 107 


19 Receipts — United States 
20 Receipts - Provinces 

21 Deliveries - United States 
22 Deliveries — Provinces 


23 Peak Met 81 100 108 107 
24 Load not met 
25 Indicated peak (23+24) 81 100 108 107 


27 Losses - United States 
26 Losses - Provinces 


28 INDICATED INTERNAL PEAK (25-26-27) 81 100 108 107 110 114 117 
annual change 3.8% 2.7% 8.0% 0.9% 2.8% 3.6% 2.6% 

29 Curtailable load 

30 RESERVE (16-28+29) 41 82 80 85 83 89 88 
percent of indicated internal capability 33.6% 45.1% 42.6% 44.3% 43.0% 43.8% 42.9% 

1980 1988 1989 1990 1991 1992 1993 
ENERGY GW.h 

31 Hydro 292 283 260 251 

32 Steam 

33 Nuclear 

34 Internal combustion 170 179 210 227 

35 Combustion turbine 88 90 89 

36 Total 462 550 560 567 


37 Reciepts — United States 
38 Reciepts — Provinces 
39 Total 


40 Deliveries - Firm - United States 

40 Deliveries - Firm — Provinces 

42 Deliveries - Non-firm - United States 
42 Deliveries - Non-firm - Provinces 

44 Total 


45 Total Available (36+39-44) 462 550 560 567 


46 Non-firm deliveries within province 

47 Delivery Losses - United States 

48 Delivery Losses — Provinces 

49 NET FIRM ENERGY AVAILABLE 462 550 560 567 610 628 649 
annual change 19.1% 2.2% 1.8% 1.3% 7.6% 3.0% 3.3% 
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TABLEAU 1. PUISSANCE MAXIMALE POSSIBLE, APPEL MAXIMAL ET BESOINS D’ENERGIE - TERRITOIRES DU NORD-OUEST 
a ee ae eee 
Forecast — Prévision Percentage change - compounded 
Pourcentage de variation - Composé 
Winter - Hiver 
1994-95 1995-96 2000-01 1990-91 1995-96 2000-01 
1980 1990-91 1990-91 
a ee ee ee ee ear 


MW PUISSANCE MAXIMALE POSSIBLE 
50 50 50 Hydraulique 1 
Vapeur 2 
Nucléaire 3 
137 139 139 Combustion interne 4 
18 18 18 Turbine & combustion 5 
Non spécifié 6 
205 207 207 4.6% 1.5% 0.8% Total v 
Contrats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Total des réceptions 10 
Contrats de livraisons de puissance réguliére: 
Etats-Unis 11 
Provinces 12 
Total des livraisons 13 
205 207 207 Total de puissance maximale net (7+10-13) 14 
Pertes contractuelles — Etats-Unis 15 
Pertes contractuelles — Provinces 16 
205 207 207 4.6% 1.5% 0.8% PUISSANCE MAXIMALE INTERNE INDIQUEE (14-15-16) 17 
L’APPEL MAXIMAL 
Production de puissance nette 18 
Réceptions - Etats-Unis 19 
Réceptions — Provinces 20 
Livraisons - Etats-Unis 21 
Livraisons — Provinces 22 
Appel maximal satisfait 23 
Puissance non satisfaite 24 
Appel maximal indiquée (23+24) 25 
Pertes - Etats-Unis 26 
Pertes — provinces 27 
119 121 123 2.8% 2.5% 1.4% APPEL MAXIMAL INTERNE INDIQUE (25-26-27) 28 
1.7% 1.7% 0.7% changement annuel 
Puissance réductible 29 
86 86 84 RESERVE (16-28+29) 30 
42.0% 41.5% 40.6% Pourcentage de puissance maximale interne indiquée 
1994 1995 2000 1990 1995 2000 
1980 1990 1990 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine & combustion 35 
Total 36 
Réceptions - Etats-Unis 37 
Réceptions — Provinces 38 
Total 39 
Livraisons - Garantie - Etats-Unis 40 
Livraisons - Garantie - Provinces 41 
Livraisons - Non garantie - Etats-Unis 42 
Livraisons - Non garantie — Provinces 43 
Total 44 
Total disponible (36+39-—44) 45 
Livraisons non garanties intérieures 46 
Pertes aux livraisons - Etats-Unis 47 
Pertes aux livraisons — Provinces 48 
650 651 670 2.1% 2.8% 1.7% ENERGIE GARANTIE DISPONIBLE 49 
0.2% 0.2% 0.6% changement annuel i 


APPENDIX A 


Principal Changes in Capabilty, 1990 - 2000 


APPENDICE A 


Changements majeurs de la puissance, 1990 - 2000 


Newfoundland — Terre—Neuve 


Newfoundland & Labrador Hydro 


Nova Scotia - Nouvelle-Ecosse 


Nova Scotia Power Corp. 


New Brunswick — Nouvelle—Brunswick 


NB Power 


Quebec 


Hydro Quebec 


1991-1999 
1995-1996 
2000-2001 


1991-1992 
1993-1994 
1999-2000 


1991-1992 


1993-1994 


1991-1992 


1992-1993 


1993-1994 


1994-1995 
1995-1996 
1996-1997 
1997-1998 
1998-1999 
1999-2000 


2000-2001 


undecided/indécis 
undecided/indécis 
undecided/indécis 


Trenton 

Pt. Aconi 

Pt. Aconi 
undecided/indécis 


Grand Lake 
Millbank 

St. Rose 
Belledune 


La Grande-2A 

La Grande-1 
undecided/indécis 
Brisay 

Laforge-1 
undecided/indécis 
La Grande-1 
Laforge-1 

La Grande-1 
Laforge-2 
Eastmain-1 
Manic 3 

Grande Baleine 1 
Grande Baleine 1 
Grande Baleine 3 
Grande Baleine 2 


Type 


Cr 


ee 


NNW 


aopeaw 3 


Be foe fae fe Sa oa es oil ER Bs 


Units 


Unites 


& ® 


Total 
MW 


150 


165 
230 


41 


Principal Changes in Capabilty, 1990 - 2000 - concluded 


Changements majeurs de la puissance, 1990 — 2000 - fin 


pn a i 
| Type Units Total 


- MW 
| Unites 
a eh i eee pee oi) = Sn insie') en An giharve (UNNES once wenn 
Ontario 
Ontario Hydro 1992-1993 Darlington N 3 2643 
| 1993-1994 Darlington N 1 881 
Manitoba 
Manitoba Hydro 1990-1991 Limestone H 3 399 
1991-1992 Limestone H 4 532 
1992-1993 Limestone H 3 399 
1997-2001 Conawapa H 6 824 
Saskatchewan 
SaskPower 1992-1993 Estevan S) 3 -61 
Shand Ss 1 280 
1996-1997 Shand S) 1 280 
Alberta 
Edmonton Power 1991-1992 Genesee S 1 406 
3 -216 


Alberta Power 1999-2000 Rossdale S 


British Columbia 
Columbie-Britannique 


Alcan Ltd. 1998-2000 Kemano H 4 540 
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The structure of Canada’s economy can seem 
difficult to understand. What do we produce? 
How do we produce if? Who buys it, 
and who sells it? Statistics Canada’s 
new publication, the GUIDE TO THE 
INCOME AND EXPENDITURE ACCOUNTS, 
addresses these puzzling issues and 
explains how the Income and Expendi- 
fure Accounts (IEA) will enrich your 
understanding of our economic 
system. 


At the centre of macroeconomic analysis and policy-making 
in Canada, the IEA show how various groups like house- 
holds, businesses and governments raise revenue and 
expend it to purchase goods and services. Together the 
IEA afford an opportunity to assess the performance of the 
national and provincial economies. 
| Developed for both economic specialists and general users, the Guide is 
the first in a series that will fully document Canada’s system of national and 
provincial accounts. In four concise chapters, the Guide examines a compre- 
hensive range of topics, including: 
* Who uses the IEA and for what purposes 
¢ The role of the IEA within Canada’s System of National Accounts (SNA) 
¢ The impact of the Historical Revision of 1986 
¢ Why GDP, rather than GNP, is the central aggregate of the system 
* The significance of the Sector Accounts to understanding how a modern 
economy functions 
¢ The importance of Constant Price Estimates to both the IEA 
and the SNA 
¢ How the GDP estimates are calculated 
* How the quality and reliability of the IEA estimates are assessed 
The Guide also presents dozens of tables to clearly illustrate theoretical 
examples and to help you fully understand technical aspects of the IEA. 


For business strategists, students, economic analysts and current users of SNA 
data, the Guide is a must. Order the Guide to the Income and Expenditure Accounts 
‘Cat.# 13-603E, No.1) for only $35 in Canada, US$42 in the United States and US$49 
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La structure de I’économie canadienne peut 
sembler difficile a comprendre. Que 
produisons-nous? Comment produisons-nous? 
Qui achéte notre production et qui la vend? La 
nouvelle publication de Statistique Canada, 
GUIDE DES COMPTES DES REVENUS ET DEPENSES, 
répond a ces questions difficiles et explique 
comment les comptes des revenus et dépenses 
(CRD) vous aideront a mieux comprendre notre 
systéme économique. 


Les CRD se trouvent au coeur de |’analyse macroéconomique et des prises de 
décisions au Canada et montrent comment différents groupes, tels que les 
ménages, les entreprises et les administrations, se procurent leurs recettes et 
les dépensent en biens et en services. Ils permettent ainsi d’évaluer les 
résultats des économies nationale et provinciales. 

Destiné aux spécialistes de l'économie comme au grand public, ce Guide 
est le premier ouvrage d'une série qui traite 4 fond du systéme de comptabilité 
nationale du Canada et des provinces. En quatre chapitres concis, le Guide 
aborde un éventail complet de sujets, dont : 
¢ L’identification des personnes qui utilisent les CRD 

et dans quels buts 
¢ Le réle des CRD dans le systeme de comptabilité nationale 

du Canada (SCN) 

* Lincidence de la révision historique de 1986 
¢ Le remplacement du PNB par le PIB 
¢ — L’importance des comptes sectoriels pour 
comprendre le fonctionnement d’une économie 
moderne 
* L'importance des estimations en prix constants pour 
les CRD et le SCN 
¢ Le calcul des estimations du PIB 
¢ L’évaluation de la qualité et de la fiabilité des 
estimations des CRD 
Le Guide contient également des dizaines de tableaux afin 
d’illustrer clairement des exemples théoriques et de vous aider 
a comprendre parfaitement les aspects techniques 
des CRD. 
Pour les stratégistes des entreprises, les étudiants, les analystes de 
l'économie et les utilisateurs actuels des données du SCN, le Guide est 
une lecture qui s'impose. Commandez le Guide des comptes des 
revenus et dépenses ( N° 13-603F, N°1 au catalogue) pour 35 $ seulement 
au Canada, 42 $ US aux Etats-Unis et 49 $ US dans les autres pays. Composez sans 


frais le 1-800-267-6677 et utilisez votre carte VISA ou 
MasterCard, télécopiez votre commande au 
1-613-951-1584, ou écrivez a : 
Vente des publications, Statistique Canada, 

(| [! 


Ottawa, (Ontario) K1A OT6 
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Get the Facts 


On Canadian 
Manufacturing 


PRODUCTS SHIPPED BY CANADIAN 
MANUFACTURERS is the most com- 
prehensive listing of the values and quan- 
tities of over 4500 commodities shipped 
by Canadian manufacturing firms. 


The report provides a comparative 
analysis of all products manufactured in 
Canada for the years 1984, 1985, and 
1986. It enables manufacturers, research 
consultants, trade and other organizations 
to evaluate their competitive position in 
the market place as well as to obtain an 
overview of the manufacturing sector. 


Commodities listed range from hydraulic 
turbines to plastic drinking straws to 
pasta. 


This is the last issue to use the Industrial 
Commodity Classification and includes 
provincial data for 1986. 


Order your copy of PRODUCTS SHIPPED 
BY CANADIAN MANUFACTURERS 

(Cat. No. 31-211), $60 in Canada and 
US $72 in other countries, by writing to: 


Publication Sales 
Statistics Canada 
Ottawa, Ontario 
K1A OT6 


or contact your nearest Statistics Canada 
Reference Centre. For faster service, call 
toll-free and use your VISA or Master- 
Card. 1-800-267-6677 


Renseignez-vous sur 


les produits fabriqués 
au Canada 


La publication intitulee PRODUITS 
LIVRES PAR LES FABRICANTS 
CANADIENS constitue la liste la plus ex- 
haustive de la valeur et de la quantité de 
plus de 4 500 produits expédiés par les 
entreprises de fabrication canadiennes. 


Le rapport fournit une analyse comparée 
de tous les produits fabriqués au Canada 
en 1984, 1985 et 1986. Il permet aux 
fabricants, aux experts-conseils en re- 
cherche et aux organismes commerciaux 
et autres d’évaluer leur place concurren- 
tielle sur les marchés ainsi que d’obtenir 
un apercu du secteur manufacturier. 


Les produits énumérés vont des turbines 
hydrauliques aux pates alimentaires, en 
passant par les pailles en plastique. 


ll s’agit du dernier numéro a se servir de 
la classification des produits industriels; il 
comprend des données provinciales pour 
1986. 


Pour commander votre exemplaire de 
PRODUITS LIVRES PAR LES 
FABRICANTS CANADIENS (n° 31-211 
au catalogue), a raison de 60 $ au 
Canada et de 72 $ US dans les autres 
pays, veuillez écrire a: 


Vente de publications 
Statistique Canada 
Ottawa (Ontario) 

K1A OT6 


Vous pouvez également communiquer 
avec le Centre régional de consultation 
de Statistique Canada le plus proche. 
Pour un service plus rapide, composez 
sans frais le 1-800-267-6677 et servez- 
vous de votre carte VISA ou MasterCard. 
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Data in Many Forms... 


Statistics Canada disseminates data in a variety 
of forms. In addition to publications, both 
standard and special tabulations are offered on 
computer print-outs, microfiche and microfilm, 
and magnetic tapes. Maps and other geographic 
reference materials are available for some types 
of data. Direct access to aggregated information 
is possible through CANSIM, Statistics Canada's 
machine-readable data base and retrieval system. 


How to Obtain More Information 


Inquiries about this publication and related 
statistics or services should be directed to: 


Energy Section, 
Industry Division, 


Statistics Canada, Ottawa, K1A OT6 (Telephone: 
951-9823) or to the Statistics Canada reference 
centre in: 


St. John's (772-4073) Winnipeg (983-4020) 
Halifax (426-5331) Regina (780-5405) 
Montreal (283-5725) Edmonton (495-3027) 
Ottawa (951-8116) Calgary (292-6717) 
Toronto (973-6586) Vancouver (666-3691) 


Toll-free access is provided in all provinces 
and territories, ‘for users who reside outside 
the local dialing area of any of the regional 
reference centres. 


Newfoundland and Labrador 1-800-563-4255 
Nova Scotia, New Brunswick 


and Prince Edward Island 1-800-565-7192 


Quebec 1-800-361-2831 
Ontario 1-800-263-1136 
Manitoba 1-800-542-3404 
Saskatchewan 1-800-667-7164 
Alberta 1-800-282-3907 


Southern Alberta 
British Columbia 
(South and Central) 
Yukon and Northern B.C. (area 
served by NorthwesTel Inc.) 
Northwest Territories 
(area served by 
NorthwesTel Inc.) 


1-800-472-9708 
1-800-663-1551 


Zenith 0-8913 


Call collect 403-495-3028 


How to Order Publications 


This and other Statistics Canada publications 
may be purchased from local authorized agents 
and other community bookstores, through the local 
Statistics Canada offices, or by mail order to 
Publication Sales, Statistics Canada, Ottawa, 
K1A OT6. 


1(613)951-7277 
Facsimile Number 1(613)951-1584 
National toll free order line 1-800-267-6677 


Toronto 
Credit card only (973-8018) 


Des données sous plusieurs formes... 


Statistique Canada diffuse les données sous formes 
diverses. Outre les publications, des totalisations 
habituelles et spéciales sont offertes sur imprimés 
d'ordinateur, sur microfiches et microfilms et sur 
bandes magnétiques. Des cartes et d'autres documents 
de référence géographiques sont disponibles pour cer- 
taines sortes de données. L’acces direct a des 
données agrégées est possible par le truchement de 
CANSIM, la base de données ordinolingue et le systeéme 
d'extraction de Statistique Canada. 


Comment obtenir d'autres renseignements 


Toutes demandes de renseignements au sujet de cette 
publication ou de statistiques et services connexes 
doivent étre adressées a: 


Section de l'énergie, 
Division de l'industrie, 


Statistique Canada, Ottawa, K1A OT6 (téléphone: 
951-9823) ou au centre de consultation de Statistique 
Canada a: 


St. John’s (772-4073) Winnipeg (983-4020) 
Halifax (426-5331) Regina (780-5405) 
Montréal (Z8S- 5725) Edmonton (495-3027) 
Ottawa (951-8116) Calgary (292-6717) 
Toronto (973-6586) Vancouver (666-3691) 


Un service d‘appel interurbain sans frais est offert, 
dans toutes les provinces et dans les territoires, 
aux utilisateurs qui habitent & 1'extérieur des zones 
de communication locale des centres régionaux de con- 
sultation. 


Terre-Neuve et Labrador 1-800-563-4255 
Nouvelle-Ecosse, Nouveau-Brunswick 


et Ile-du-Prince-Edouard 1-800-565-7192 


Québec 1-800-361-2831 
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Note: Due a la nature particuliére de cette 
publication, les symboles ci-dessous, couramment 
employé par Statistique Canada, ont été omis. 

nombres indisponibles. 
n’ayant pas lieu de figurer. 
— néant ou zero. 
-- nombres infimes. 
p nombres provisoires. 


r nombres rectifiés. 
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Introduction 


This report presents the results of the 37th Annual 
Electric Power Survey of Capability and Load. 


The survey is carried out in co-operation with the 
Canadian Electrical Association. Representatives of the 
Association provide initial data for their area and then meet 
with Statistics Canada to resolve reporting problems and to 
perform a final edit before publication. The assistance 
received from the Canadian Electrical Association and its 
members is gratefully acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics for the 
annual Electric Power Statistics Wol.I (catalogue 57-202) are 
covered by this report. There is a direct comparison and link 
in that the energy figures are common. Any differences are 
due to revisions. 


Major utility and industrial generators of electricity 
are surveyed directly. These respondents have approximately 
97% of total generating capability and produce 96% of all 
electricity in Canada. In addition, they account for 100% of 
imports, exports and inter-provincial movements. 


For the remaining small producers, the only data 
applicable are "net generating capability" (estimated at 90% 
of name-plate capacity, obtained from another annual 
survey), "peak met" (estimated at 67% of net generating 
capability) and "net generation" (actual data from quarterly 
survey). The forecast years are straight-line projections 
except where additional information is provided by the 
Canadian Electrical Association. 


The forecasts provided by the major respondents 
are based on the best information available as of April hah 


On trouvera dans la présente publication les 
résultats de la 37iéme enquéte annuelle sur la puissance 
maximale et sur la charge des réseaux. 


L’enquéte est menée  conjointement avec 
l’Association Canadienne de l’Electricité. Les représentants 
régionaux de 1’Association rencontrent annuellement 
Statistique Canada, afin de résoudreles problémes de 
déclaration et effectuer une derniére révision avant la 
publication. La collaboration qui nous est fournie par 
l’Association Canadienne de 1’Electricité et par ses membres 
est trés appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des statistiques 
a la publication statistique de l’énergie électrique Vol. I 
(catalogue 57-202) sont englobé dans cette publication. Ly 
a une comparaison directe et un raccordement en ce sens 
que les chiffres relatifs 4 l’énergie sont les mémes. Toute 
différence serait due a des revisions. 


Les grandes centrales électriques et les 
établissements industriels produisant de 1’électricité sont 
enquétés directement. Ces  répondants représentent 
approximativement 97% du total de la puissance maximale 
possible de production et produise 96% de la production 
électrique du Canada. En plus, ils représentent 100% des 
importations, des exportations et des mouvements 
inter-provinciaux. 


Pour les petits producteurs restant, les seules 
données applicables sont "la puissance maximale possible 
de production nette" (estimé a 90% de la puissance de 
production indiquée sur la plaque signalétique; obtenue 
d’une autre enquéte annuelle), "l’appel maximal satisfait" 
(estimé & 67% de la puissance maximale possible de 
production nette) et "laproduction nette" (les données venant 
d’une enquéte trimestrielle). Les prévisions pour les années 
futures sont des projections en ligne droite, excepté la ou 
des informations  additionnelles sont obtenues par 
l’Association Canadienne de 1’Electricité. 


Les prévisions obtenues par les grandes centrales 
sont basées sur la meilleure information disponible au 1** 
avril. 


1991 Capability and Load Survey 
Review of Survey Results 


Total net generating capability in 1991/92 
increased 1.9% (1 908 MW) to 99 832 MWcompared with an 
increase of 1.0% the previous year. 


The ten year forecast predicts an increase of 
24.9 GW in total net generating capability; a compound 
growth of 2.3% compared 2.9% in the previous ten years. 


The indicated peak within Canada increased 2.1% in 
1991/92. A compound growth of 2.1% is forecast for the 
period 1991-92 - 2001/02. The 1991/92 reserve amounted to 
18.4%. 


Firm energy available within Canada increased 
1.5% from 465 959 GW.h in 1990 to 473 057 GW.h in 1991. 
The compound growth rate was 3.3% in the previous 10 year 
period. It should be noted that the energy data reported are 
not affected by the peak load capability and therefore these 
data may be considered a better measure of the growth of 
the electric power industry. 


Notes 


Canada - Since the movements of power over a 
province’s borders are measured at the time of the 
province’s peak (see Concepts and Definition), receipts and 
deliveries do not balance. For this reason, Canada level 
data omit both interprovincial movements of power and the 
losses associated with these movements. Asa consequence, 
although Canada data balances inan arithmetic sense, lines 
12, 15, 21, 25, 42 and 46 are not the sum of provincial 
figures. 


Enquéte sur la puissance maximale et sur 
la charge des réseaux pour 1991 


Revue des résultats de l’enquéte 


En 1991/92, la puissance maximale possible de 
production nette a augmenté de 1.9% (1 908 MW) pour 
totaliser 99 832 MW, comparativement a une augmentation 
de 1.0% l’année précédente. 


Les prévisions pour les dix prochaines années 
représentent un accroissement de 24.9 GW de la puissance 
maximale possible de production nette; soit un taux de 
croissance composé de 2.3% contre 2.9% pour les dix 
années précédentes. 


L’appel maximal garanti indiqué au Canada a 
augmenté de 2.1% en 1991/92. On prévoit un taux de 
croissance composé de 2.1% pour la période 1991/92 - 
2001/02. La réserve pour 1991/92 se chiffrait 4 18.4%. 


L’énergie disponible, souscrite au Canada, a 
augmenté de 465 959 GW.h en 1990 a 473 057 GW.h en 
1991, soit de 1.5%. Le taux d’accroissement composé s’est 
établi a 3.3% au cours des 10 derniéres années. On 
remarquera que l’appel maximal ne change rien aux données 
déclarées sur l’énergie et, par conséquent, ces données 
peuvent étre considérées comme une image plus fiable de 
la croissance observée dans l’industrie de 1l’énergie 
électrique. 


Notes 


Canada - Puisque les mouvements d’énergie hors 
des limites territoriales d’une province est mesuré lors de 
V’appel maximal de puissance (voir concepts et définitions), 
les réceptions et les livraisons ne balancent pas. Pour cette 
raison, les données au niveau du Canada ne comprennent 
pas les mouvements interprovinciaux. Par conséquent, méme 
si les données au niveau du Canada balance au point de 
vue arithmétique, les lignes 12, 15, 21, 25, 42 et 46 ne sont 
pas la somme des données provinciaux. 


Newfoundland - The data shown imply that there 
willbe a transmission link between Labrador and the Island 
in place by the later years of the forecast period. 


Alberta - Starting in 1988, Alberta’s utilities began 
producing two forecasts based on high and low scenarios. 
This publication shows an average of the two. 


Concepts and Definitions 


Prior to 1980, respondents reported capability and 
load data relating to their calendar year peak. Since 1980 all 
respondents have reported for the day of the peak for the 
largest utility inthe province. In 1987 calendar year peak was 
replaced by winter peak (Nov.-Feb.). 


The change was made in an effort to eliminate 
exaggerated changes in peak which resulted solely from the 
vagaries of weather i.e. very cold in November-December as 
opposed to January-February. In addition, as most forecasts 
are made on the assumption of a winter peak, current and 
forecast data will now be collected on the same basis. 


All data for energy remain on a calendar year 
basis. 


The days for the winter 1991-1992 were as follows: 


Newfoundland - Labrador January PHI 

- Island March 2 
Prince Edward Island December 17 
Nova Scotia January 22 
New Brunswick January 17 
Quebec January 16 
Ontario January 16 
Manitoba January 14 
Saskatchewan December 4 
Alberta December 16 
British Columbia December 16 
Yukon January 5 
Northwest Territories December 16 


Other generating capability and firm power peak load 
concepts are unchanged from previous reports. Generating 
capability measures the expected power of all available 
generating facilities of the province (or nation) at the time of 
one hour firm peak load for each province. This may differ 
from the generating capacity as measured by the name plate 
rating. 


The variations between generating capability and 
generating capacity may be caused by high water in 
reservoirs resulting in a higher water head and greater 
generation than the name plate capacity, the impossibility of 
placing all pieces of equipment on the line at the same time, 
low water, ice, or some equipment being considered 
unreliable, thereby resulting in capability below capacity. 


Terre-Neuve - Les données publiées impliquent 
qu’il y aura une ligne de transmission entre le Labrador et 
V’Ileen place vers la fin de la période de prévision. 


Alberta - Commengant en 1988, les centrales de 
l’Alberta ont produits deux scénarios de prévisions basés sur 
les hauts et les bas. Cette publication montre une moyenne 
des deux. 


Concepts et définitions 


Avant 1980, chaque répondant rapportait la puissance 
maximale et la charge des réseaux selon leur propre journée 
d’appel maximal, et ce a l’intérieur de |’année du calendrier. 
Depuis 1980, cette journée est déterminée par |’appel 
maximal de la plus imposante centrale de la province. En 
1987 la puissance maximale d’aprés l’année du calendrier fut 
remplacée par la puissance maximale de l’hiver (Nov.-Fév.). 


Le changement eu lieu par soucis d’éliminer les 
fluctuations exagérées dans 1l’appel maximal  résultant 
uniquement des fantaisies de la nature c.-a.-d. trés froid en 
novembre et décembre au lieu de janvier et février. En plus, 
comme toutes les prévisions sont faites présumant un appel 
maximal Il’hiver, les données présentes et futures seront 
dorénavant sur la méme base. 


Toutes les données pour l’énergie, demeurent sur 
la base de l’année du calendrier. 


Les jours choisis pour l’hiver 1991-1992 sont: 


Terre-Neuve - Labrador 27 janvier 
- le 2 mars 
fle-du-Prince-Edouard 17 décembre 
Nouvelle-Ecosse 22 janvier 
Nouveau-Brunswick 17 janvier 
Québec 16 janvier 
Ontario 16 janvier 
Manitoba 14 janvier 
Saskatchewan 4 décembre 
Alberta 16 décembre 
Colombie-Britannique 16 décembre 
Yukon 5 janvier 
Territoires du Nord-Ouest 16 décembre 


Les autres notions de puissance maximale possible 
de production et d’appel maximal de puissance souscrite 
sont les mémes que dans les rapports antérieurs. La 
puissance maximale possible de production indique le 
maximum de puissance fréalisable par les centrales 
électriques dans chaque province (ou dans le pays) durant 
Vheure de |’appel maximal annuel de puissance pour chaque 
province. Elle ne correspond pas nécessairement 4a la 
puissance installée des centrales. 


Les écarts entre la puissance maximale possible de 
production et la puissance installée peuvent résulter du 
niveau d’eau dans les réservoirs qui, par une hauteur de 
chute plus ou moins élevée, porterait la puissance de 
production au-dessus ou au-dessous de la puissance 
indiquée sur les plaques signalétiques. Aussi, l’impossibilité 
d’utiliser tout le matériel simultanément, formation de glace, 
ou piece douteuse d’équipement, occasionnent une 
possibilité de production inférieure 4 la puissance installée. 


The published peak for Canada is non-coincident 
(the arithmetic-sum of the provincial peaks regardless of time 
of occurrence) and must be equal to, or greater than the 
coincident peak load. 


Receipts and deliveries of firm power used in calculating net 
capability are the interprovincial and international transfers 
of power under -firm contracts, or the best estimate of firm 
obligations possible in the absence of contracts. The actual 
receipts and deliveries of firm and non-firm power are taken 
into account in the calculation of the firm power peak load 
for the current year. 


Peak loads are the total demands within a province 
after all interchanges have been taken into account to 
remove any duplication. The peak loads include all power 
consumed by ultimate customers, line losses and 
manufacturing plants own consumption, but do not include 
generating station service which is deducted before arriving 
at generating capability. 


Firm load not met measures the commitments that 
a system could not or would not meet at the time of its peak 
load. 


Losses - External Deliveries represent the amount 
of power and energy required to meet out of province 
commitments. Exports and interprovincial deliveries are 
measured at the border but, in some cases, power and 
energy are used for delivery to the border. These are 
subtracted as they do not represent internal use and, 
therefore, distort provincial growth rates. 


The reserve of a province is the reserve after all 
obligations have been taken into account whether or not 
these obligations have been met. It is a measure of the 
industry’s ability to satisfy demands ofa province and meet 
contingencies. Since not all systems are fully interconnected, 
the reserves of power shown cannot always be fully utilized. 
However, with the development of interconnections, an 
increased sharing of capability is possible, particularly when 
provincial peaks occur at different times. To this extent the 
reserves reported in this publication may be understated. 


It should be further noted that Firm Load 
Curtailable represents power which the supplying utility 
intends to furnish to customers contracted under firm load 
curtailable agreements, except under the most extraordinary 
conditions. Thus, this curtailable power could be considered 
part of the utility’s reserve when such extreme conditions 


apply. 


L’appel maximal de puissance publié au niveau du 
Canada (i.e., la somme  arithmétique des pointes 
provinciales sans égard 4a la journée d’observation) doit 
égaler ou étre supérieur a l’appel maximal. 


Les réceptions et les livraisons de puissance 
souscrite, qui ont servi 4 établir la puissance maximale 
possible nette, représentent les échanges interprovinciaux et 
internationaux de puissance faits en vertu de contrats formels 
ou, en l’absence de contrats, la meilleure estimation possible 
des engagements formels. On tient compte des réceptions 
et des livraisons réelles de puissance souscrite et de 
puissance non souscrite dans le calcul des appels maximaux 
de puissance souscrite pour l’année en cours. 


L’appel maximal de puissance dans chaque 
province correspond a la puissance globale fournie dans la 
province, compte tenu des échanges de puissance de fagon 
a éviter toute duplication. Icomprend la puissance fournie 
aux abonnés ultimes de l’entreprise productrice, celle utilisée 
par les propres installations de cette derniére, de méme que 
les pertes de transmission, mais exclut la puissance 
employée pour les besoins internes de la centrale génératrice 
(qui est soustraite avant le calcul de la puissance maximale 
possiblede production de la centrale). 


L’appel maximal souscrit non satisfait mesures 
d’engagement qu’un réseau n’a pu ou n’a pas voulu 
satisfaire au moment de son appel maximal de puissance. 


Pertes - Les livraisons hors province représentent 
le montant de puissance et d’énergie requis pour satisfaire 
les engagements hors province. Les exportations et les 
livraisons interprovinciales sont mesurées 4 la frontiére, mais 
dans certains cas, la puissance et l’énergie sont utilisées 
pour la livraison a la frontiére. Ceux-ci sont soustraits, car ils 
ne représentent pas l’utilisation interne et, par conséquent, 
déforment le taux de croissance provincial. 


La réserve d’une province est |’excédent disponible 
de puissance lorsque tous les engagements ont été 
comptabilisé, qu’ils aient été satisfaits ou non. Elle indique 
dans quelle mesure les réseaux peuvent faire face aux 
demandes de la province ainsi qu’aux imprévus. Comme les 
réseaux ne sont pas tous complétement interconnectés, les 
réserves de puissance me peuvent pas toujours étres 
entiérement utilisées. Cependant, avec le développement 
des interconnections, une augmentation du partage de la 
puissance maximale est possible, particuli¢rement quand 
Vappel maximale de puissance des provinces arrive a des 
temps différent. Alors, les réserves rapportées dans cette 
publication peuvent étre sous-évaluer. 


Il convient en plus de souligner que 1’appel 
maximal garanti réductible, représente la puissance que la 
centrale qui approvisionne compte fournir aux clients qui 
possédent un contrat d’entente d’appel maximal garanti 
réductible, excepté sous des conditions extraordinaires. Alors, 
ce pouvoir réductible pourrait étre considéré comme faisant 
partie de la réserve de lia centrale, guand ces conditions 
extréme s’appliquent. 


STATISTICAL TABLES 


TABLEAUX STATISTIQUES 


10 CAPABILITY and LOAD 1991 
Actual — Réel Forecast—Prévision 
CANADA 
Winter — Hiver 
1981 1989-90 1990-91 1991-92 1992-93 1993-94 1994-95 
CAPABILITY MW 
1 Hydro 45,247 57,385 57,356 58,337 60,763 61,532 62,918 
2 Steam 22,499 25,081 24,964 25,393 24,954 25,577 26,284 
3 Nuclear 5,248 11,899 13,075 13,142 12,759 14,657 14,116 
4 Internal Combustion 485 474 459 477 492 501 507 
5 Combustion Turbine 1,831 2,074 2,070 2,477 2,797 3,281 3,331 
6 Unspecified j 6 62 136 385 
7 Total 75,310 96,913 97 ,924 99,832 101,827 105,684 107,541 
Contracts for receipts of firm power: 
sg United States 345 952 852 852 502 502 502 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 268 752 784 1,119 663 1,145 1,168 
11. Provinces 
12 TotalNet Capability (7+8+9-10-11) Asolo ¥ Aamo Ana ba KS) 97,992 99,565 101,666 105,041 106,875 
13 Contractural losses — United States 32 39 28 SH/ S37/ 38 
14 — Provinces 
15 INDICATED CAPABILITY (12-13-14) 75,387 97,081 97,953 99 537 101,629 105,004 106,837 
PEAK LOAD 
16 Net power generation 78,312 80,367 83,474 
17 Receipts — United States 2,595 gv) 1,249 
18 — Provinces 
19 Deliveries — United States 1,128 1,347 2,634 
20 — Provinces 
21 Peak Met 58,787 79,779 80,790 82,089 
22 Load not met 450 | a 497 998 
23 Losses — United States 68 63 124 
24 — Provinces 
25 INDICATED PEAK (21+22—23-24) 59,237 81,222 81,224 82,963 86,320 88,232 90,060 
26 annual change 0.1% 4.0% 0.0% 2.1% 4.0% 2.2% 4.3% 
27 Curtailable load 445 2,088 1,276 AIv22 1,810 ont 1,823 
22 RESERVE (15-25+27) 16,595 17,947 18,005 18,296 Walle: 18,583 18,600 
29 percent of indicated capability 22.0% 18.5% 18.4% 18.4% 16.8% 17.7% 17.4% 
1981 1989 1990 1991 1992 1993 1994 
ENERGY GW.h 
30 Hydro 263,164 288,579 293,811 305,426 
31 Steam 74,806 115,429 100,740 102,805 
32 Nuclear 37,799 75,380 68,761 80,123 
33 Internal combustion 954 856 907 839 
34 Combustion turbine 1,949 3,495 3,180 3,353 
35 Total 378,672 483,739 467,399 492,546 
36 Receipts — United States 1,496 6,522 17,781 6,093 3,608 344 344 
37 — Provinces 
38 Deliveries — Firm — United States 4,962 8,291 7,005 8,787 AML OSia 13,845 15,109 
39 — Firm — Provinces 
40 — Non-firm — United States 30,410 10,969 ail WARE 15,743 
41 — Non-firm — Provinces 
42 TotalAvailable (85+36+37-38-39-40-—41) 344,796 471,001 467,052 474,109 
43 Non-—firm deliveries within province 4,359 532 455 112 
44 Losses -— United States 65 708 638 940 
45 — Provinces 
46 FIRMENERGY AVAILABLE (42-43-44-45) 340,372 469,761 465,959 473,057 490,105 508,386 519,686 
47 annual change 1.8% 41% —0.8% 1.5% 3.6% 3.7% 2.2% 
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‘orecast — Prévision 


Vinter — Hiver 


95-96 1996—97 2001-02 


PUISSANCE et L’APPEL MAXIMAL 1991 


Annual Growth 


Augmentation annuel 


1991-92 1996-97 2001-02 


CANADA 


1981 1991-92 1991-92 
IW PUISSANCE MAXIMALE 
63,726 64,227 71,658 Hydraulique 
26,344 27,097 30,384 Vapeur 
14,310 Seo 16,834 Nucléaire 
Si 514 534 Combustion interne 
3,312 3,305 3,405 Turbine a combustion 
552 662 1,912 Non spécifié 
fec,755 111,126 124,727 2.9% 2.2% 2.3% Total 
Contrats de réceptions de puissance réguliére: 
802 1,002 1,502 Etats— Unis 
Provinces 
Contrats de livraisons de puissance réguliere: 
736 799 1,818 Etats— Unis 
Provinces 
108,821 111,829 124,411 Total de puissance maximale net (7+8+9-10-11) 
42 47 113 Pertes contractuelles — Etats—Unis 
— Provinces 
108,779 111,282 124,298 2.8% 2.3% 2.2% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
L’APPEL MAXIMAL 
Production de puissance nette 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Etats—Unis 
— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 
— Provinces 
91,702 93,286 102,172 3.4% 2.4% 2.1% APPEL MAXIMAL INDIQUE (21+22—23-24) 
1.8% 1.7% 2.2% changement annuel 
1,864 2,071 2,523 Puissance réductible 
18,941 20,067 24,649 RESERVE (15-25+27) 
17.4% 18.0% 19.8% pourcentage de puissance maximale indiquée 
1995 1996 2001 1991 1996 2001 
1981 1991 1991 : 
W.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
344 344 3,075 Réceptions — Etats—Unis 
— Provinces 
14,582 15,061 18,692 Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (35+36+37-38-—39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
528,601 540,333 581,722 3.38% 2.7% 2.1% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 
1.7% 2.2% 1.5% changement annuel 
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NEWFOUNDLAND (Island) 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified ; 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 


Total Net Capability (7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 

Receipts — United States 
— Provinces 

Deliveries — United States 
— Provinces 

Peak Met 

Load not met 

Losses — United States 

— Provinces 


Contractural losses 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-25+27) 
percent of indicated capability 


(21+22—23-24) 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 
— Non-firm — United States 
— Non-firm — Provinces 
Total Available (35+36+37-38-39-40—41) 
Non-—firm deliveries within province 
Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE 


annual change 


(42-43-44—45) 


CAPABILITY and LOAD 1991 


Actual — Réel! 


1981 


MW 


925 
463 


62 
158 


1,608 


1,608 


1,608 


974 


5,704 
123 


5,581 
1.3% 


1,149 
515 


47 
158 


1,869 


1,869 


1,869 


1,516 
1,516 


1,516 
5.7% 


353 
18.9% 


1989 


5,349 
2,026 


63 
5 
7,443 


7 443 


7,443 
3.7% 


Winter — Hiver 
1989-90 1990-91 1991-92 1992-93 1993-94 1994-95 


1,149 
515 


49 
158 


1,871 


1,871 


1,871 


1,484 
1,484 


1,484 
-2.1% 


387 
20.7% 


1990 


5,386 
1,865 


63 
5 
7,319 


7,319 


L319 
See 
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1,151 
515 


43 
158 


1,867 


1,867 


1,867 


1,473 


1,473 


7,928 


7,528 
2.9% 


Forecast—Prévision 


1,867 


1,867 


1,552 
5.4% 


315 
16.9% 


1992 


7,879 
4.7% 


1,153 
515 


43 
208 


ds2ao 


1919 


1,919 


1,605 
3.4% 


314 
16.4% 


1993 


8,067 
2.4% 


1,156 
515) 


43 
258) 


1,9729 


1,972 


1,972 


1,637 
5.5% 


335 
17.0% 


1994 


8,255 
2.3% 


PUISSANCE et L’APPEL MAXIMAL 1991 13 


-orecast — Prévision 


Annual Growth TERRE—NEUVE (ile) 
Vinter — Hiver Augmentation annuel 


995-96 1996-97 2001-02 1991-92 1996-97 2001-02 


1981 1991-92 1991-92 


IW PUISSANCE MAXIMALE 
1,159 m2 1,242 Hydraulique 1 
515 515 515 Vapeur 2 
Nucléaire 3 
43 43 43 Combustion interne 4 
258 258 308 Turbine a combustion 5 
Non spécifié 6 
1,975 2,027 2,108 1.5% 1.7% 1.2% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
845 Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 14 
1,975 2,027 2,953 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
1,975 2,027 2,953 1.5% 1.7% 4.7% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
1,674 1,692 1,918 4.2% 2.8% 2.7% APPEL MAXIMALINDIQUE (21+22-23-24) 25 
2.3% 1.1% 2.8% changement annuel 26 
Puissance réductible 27 
301 335 1,035 RESERVE (15-25+27) 28 
ie 15.2% 16.5% 35.0% pourcentage de puissance maximale indiquée 29 
1995 1996 2001 1991 1996 2001 
1981 1991 1994 : 
W.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
PLTPATE — Provinces 37 
Livraisons ~— Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
Total disponible (35+36+37-38-39-40—41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
8,380 8,475 9,309 3.0% 2.4% 2.1% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 46 
ie 1.5% 1.1% 1.9% changement annuel! 47 
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CAPABILITY and LOAD 1991 


NEWFOUNDLAND (Labrador) 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 


Total Net Capability (7+8+9-10-11) 


Contractural losses — United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 
Receipts — United States 


Actual — Réel 


Winter — Hiver 
1981 1989-90 1990-91 


MW 
5.699 5,445 5,445 
v4 7 7 
10 29 29 


5,716 5,481 5,481 


5,367 4,256 4,256 
349 1,225 153225 


145 ih, 
349 1,080 1,146 


5,624 5,582 


— Provinces 
Deliveries — United States 

— Provinces 5,114 5,139 
Peak Met 340 510 443 
Load not met 
Losses — United States 

— Provinces 173 79 
INDICATED PEAK (21+22—23-24) 340 337 364 
annual change — 28.1% —0.1% 8.0% 
Curtailable load 
RESERVE  (15-—25+27) 9 743 782 
percent of indicated capability 2.6% 68.8% 68.2% 
1981 1989 1990 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 


— Non-firm — United States 


— Non-firm — Provinces 


Total Available (35+36+37-—38-39-40-41) 


Non—firm deliveries within province 


Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE (42-43-44-45) 


annual change 


39,039 27,490 29,208 


34 28 28 
39,073 27,518 29,236 


35,929 24,370 26,164 


22 
3,122 3,148 3,072 
3 
718 486 518 
2,401 2,662 2,954 
7.5% 1.3% -—4.1% 
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Forecast—Prévision 


1991—92 1992=93'-19938=94) 1994-92 


5,483 


4,246 
1,237 


aad: 
1,120 


5,554 


5,073 
481 


117 


364 
0.0% 


756 
67.5% 


1991 


29,385 


30 


29,415 


26,367 


3,048 


525 


2,523 
—1.2% 


5,445 
7 


31 
25 


5,508 


4,213 
1,295 


95 
1,200 


431 
18.4% 


769 
64.1% 


1992 


30,607 


2,708 
7.3% 


5,445 
7 


31 
25 


5,508 


4,213 
1,295 


95 
1,200 


433 
0.5% 


767 
63.9% 


1993 


30,466 


2,786 
2.9% 


5,445 
7 


31 
25 


5,508 


4,213 
1,295 


95 
1,200 


437 
1.4% 


763 
63.6% 


1994 


30,466 


2,828 © 
1.5% 


PUISSANCE et L’APPEL MAXIMAL 1991 


orecast — Prévision 

| Annual Growth 

Jinter — Hiver Augmentation annuel 

995-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 


5,445 6,365 
"% rf 


31 31 31 
25 25 25 
5,508 6,428 —0.4% 


0.1% 1.6% 


4,213 
Bs295 


4,213 
74s 5) 


5,038 
1,390 


95 95 
1,200 1,200 


169 


1,221 12.4% 1.4% 0.9% 


439 1.9% 


0.5% 


440 3.9% 


0.2% 


0.7% 


761 
63.4% 


1995 


760 
63.3% 


1996 


N.h 


30,466 30,466 33,182 


2,835 2.6% 1.8% 


0.2% 


2,867 0.5% 


1.1% 


3,020 
1.0% 


TERRE—NEUVE (Labrador) 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 
Etats—Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats—Unis 

Provinces 


Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 
- Provinces 
— Etats—Unis 
— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 

— Provinces 


(12-13-14) 


Livraisons 


APPEL MAXIMAL INDIQUE 
changement annuel 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


(21+22-23-24) 


ENERGIE 


Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 


Total disponible (35+36+37-38-39-40—41) 


Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE 
changement annuel 


STATISTIQUE CANADA — Catalogue 57-204 


(4243-44-45) 


15 


NO OMRON = 


Oo ow 


16 


NO OP WD = 


Oo @ 


CAPABILITY and LOAD 1991 
Actual — Réel 
NEWFOUNDLAND 
Winter — Hiver 
1981 1989-90 1990-91 
CAPABILITY MW 
Hydro 6,624 6,594 6,594 
Steam 470 522 522 
Nuclear 
Internal Combustion 72 76 78 
Combustion Turbine 158 158 158 
Unspecified : 
Total 7,324 7,350 VEE 
Contracts for receipts of firm power: 
United States 
Provinces 
Contracts for deliveries of firm power: 
United States 
Provinces 5,367 4,256 4,256 
Total Net Capability (7+8+9-10-11) 1,957 3,094 3,096 
Contractural losses — United States 
— Provinces 145 79 
INDICATED CAPABILITY (12-13-14) 1,957 2,949 3,017 
PEAK LOAD 
Net power generation 7,140 7,066 
Receipts — United States 
— Provinces 
Deliveries — United States — 
— Provinces 5,114 5,139 
Peak Met 1,314 2,026 1,927 
Load not met 
Losses — United States 
— Provinces 173 79 
INDICATED PEAK § (21+22—23-24) 1,314 1,853 1,848 
annual change —14.6% 4.4% —0.3% 
Curtailable load 
RESERVE (15-25+27) 643 1,096 1,169 
percent of indicated capability 32.9% 37.2% 38.7% 
1981 1989 1990 
ENERGY GW.h 
Hydro 44,213 32,839 34,594 
Steam 450 2,026 1,865 
Nuclear 
Internal combustion 110 91 91 
Combustion turbine 4 5 5 
Total 44,777 34,961 36,555 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 
— Firm — Provinces 35,929 24,370 26,164 
— Non-firm — United States 
— Non-firm — Provinces 22 
Total Available (65+36+37-—38-39-—40-41) 8,826 10,591 10,391 
Non-—firm deliveries within province 126 
Losses -— United States 
— Provinces 718 486 518 
FIRM ENERGY AVAILABLE (42-43-44-45) 7,982 10,105 9,873 
annual change 3.1% 3.0% — 2.3% 
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1991—92'* 1992=—93 5 19935—94 


6,596 
522 


74 
158 


7,350 


26,367 


10,576 


525 


10,051 
1.8% 


Forecast—Prévision 


6,596 
522 


74 
183 


7,375 


4,213 
3,162 


95 
3,067 


1,983 
7.9% 


1,084 


35.3% 
1992 


30,607 


10,587 
5.3% 


6,598 
522 


74 
233 


7,427 


4,213 
3,214 


95 
3,119 


2,038 
2.8% 


1,081 


34.7% 
1993 


30,466 


10,853 
2.5% 


1994-95 


6,601 
522 


74 
283 


7,480 


4,213 
3,267 


95 
3,172 


2,074 
4.6% 


1,098 » 
34.6% | 
1994 


30,466 | 


‘orecast — Prévision 


| 
Vinter — Hiver 


mo—-96 1996—97 2001-02 


iw 
6,604 
522 


74 
283 


7,483 


| 4,213 
> 3,270 


95 
3,175 


2,113 
1.9% 


1,062 
33.4% 


“1995 


W.h 


| 30,466 


| 
111,215 
lee 1.2% 


6,656 
522 


74 


283 © 


7,535 


4,213 
3,322 


95 
3,227 


2,132 
0.9% 


1,095 
33.9% 


1996 


PUISSANCE et L’APPEL MAXIMAL 1991 


Annual Growth 


Augmentation annuel 


1991-92 1996-97 2001-02 


1981 


1991-92 1991—92 


7,607 
522 


74 
333 


8,536 


4,193 
4,343 


169 
4,174 


2,359 
2.2% 


1,815 
43.5% 


0.0% 


4.3% 


3.4% 


0.5% 


1.6% 


3.0% 


1.5% 


3.4% 


2.5% 
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TERRE—NEUVE 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 
Etats— Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats— Unis 

Provinces 

Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

— Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes — Etats—Unis 
— Provinces 


APPEL MAXIMALINDIQUE (21+22-23-24) 
changement annuel 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


2001 


30,466 


11,342 
1.1% 


30,455 


12,329 
1.7% 


2.3% 


2.4% 


2.1% 


ENERGIE 
Hydraulique 
Vapeur 
Nucleaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats— Unis 
— Non garantie — Provinces 
Total disponible (35+36+37-38-39-—40-41) 


Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 
changement annuel 
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NOMS OD -* 


oo 


PRINCE EDWARD ISLAND 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 


Total Net Capability (7+8+9-10-11) 


Contractural losses — United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 


Receipts — United States 
— Provinces 


Deliveries — United States 


— Provinces 
Peak Met 
Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK = (21+22—23-—24) 
annual change 


Curtailable load 


RESERVE (15-25+27) 
percent of indicated capability 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 
— Non-firm — United States 
— Non-firm — Provinces 
Total Available (85+36+37-—38-39—40—41) 
Non—firm deliveries within province 
Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE (42-43-—44—45) 
annual change 


CAPABILITY and LOAD 19914 


Actua! — Réel 


Winter — Hiver 
1981 1989-90 1990-91 


MW 
68 65 65 
6 10 10 
39 39 39 
113 114 114 
10 34 44 
123 —«. 148 158 
123 148 158 
48 30 
85 105 
95 133 135 
95 133 135 
—8.7% 4.3% 1.5% 
6 6 6 
34 24 29 
27.6% 14.2% 18.4% 
1981 1989 1990 
GW.h 
30 97 77 
1 8 4 
31 105 81 
484 623 672 
515 728 753 
515 728 753 
0.2% 4.4% 3.4% 


STATISTICS CANADA — Catalogue 57-204 


1991-92 


157 


761 


761 
1.1% 


Forecast—Prévision 


1992-93. 1993-94 


65 65 
10 10 
39 39 
114 114 
43 43 
157 157 
157 157 
136 138 
—0.7% 1.5% 
9 11 

30 30 
19.1% 19.1% 

1992 1993 

675 693 
760 778 
-—0.1% 2.4% 


1994-95 


49 


160 


160 


Winter — Hiver 


1995-96 1996-97 2001-02 


Annual Growth 
Augmentation annuel 
1991-92 1996-97 2001-02 


1981 1991-92 1991-92 


| PUISSANCE et L’APPEL MAXIMAL 1991 
$A IS ANCE CLL'APPEL MAXIMAL 1991000 GQ 


Forecast — Prévision 


iLE—DU—PRINCE—EDOUARD 


9 


a ee ee ee ee ee 


AW 


62 


10 
39 


114 


54 


165 


165 


144 
2.1% 


11 


32 
19.4% 


1995 


iW.h 


729 


| 814 
2.4% 


49 


175 


175 


146 
1.4% 


11 


40 
22.9% 


1996 


745 


830 
2.0% 


62 


10 
54 


126 


49 


175 


175 


164 
2.6% 


11 


22 
12.6% 


2001 


861 


946 
2.7% 


0.1% 


2.5% 


3.7% 


4.0% 


2.0% 


2.2% 


1.3% 


1.8% 


T.0% 


1.1% 


2.2% 


PUISSANCE MAXIMALE 

Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 
Etats—Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats—Unis 

Provinces 

Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

- Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 

— Provinces 


APPEL MAXIMAL INDIQUE = (21+22-23-24) 
changement annue! 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 


Total disponible (354+36+37-38-39-40-41) 


Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (42-43-4445) 
changement annuel 
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NO Of ON + 


NOVA SCOTIA 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 

Total Net Capability (7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 
Receipts — United States 


Contractural losses 


— Provinces 
Deliveries — United States 

— Provinces 
Peak Met 


Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-—25+27) 
percent of indicated capability 


(21+22-23-24) 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 

— Non-firm — United States 

— Non-firm — Provinces 
Total Available (35+36+37-38-39-40-41) 


Non-—firm deliveries within province 
Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE 
annual change 


(42-43-44—45) 


CAPABILITY and LOAD 1991 


Actual — Réel 


Winter — Hiver 
19814 
MW 
376 388 897 
1,854 1,430 1,458 
205 222 222 
1,935 2,040 2,077 
1,935 2,040 2,077 
1,935 2,040 2,077 
1,708 1,827 
1 2 
1,198 Om 1,825 
1,198 1,707 1,825 
0.1% 4.5% 6.9% 
80 155 
737 413 407 
38.1% 20.2% 19.6% 
1981 1989 1990 
GW.h 

1,167 970 1,150 
5,397 8,133 8,261 
5 68 19 
6,569 9,171 9,430 
303 443 365 

114 9 
332 116 
6,761 9,273 9,679 
6,761 9,273 9,679 
-0.7% 4.0% 4.4% 
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397 
1,618 


222 
2,237 


Forecast—Prévision 


1989-90 1990-91 1991-92 1992-93 


397 
1,618 


222 
5 
2,242 


2,242 


2,242 


1929 
6.8% 


170 


483 
21.5% 


1992 


10,108 
3.4% 


1993-94 


2,412 


2,412 


1,965 
1.9% 


171 


618 
25.6% 


1993 


10,289 
1.8% 


2,423: 


2,423, 


1,996) 
3.5% 


173 


600, 
24.8% 


1994 


16,465 
1.7% 


PUISSANCE et L’APPEL MAXIMAL 1991 21 


‘orecast — Prévision 

| Annual Growth NOUVELLE ECOSSE 
Vinter — Hiver Augmentation annuel 

995-96 1996-97 2001-02 1991-92 1996-97 2001-02 

| 1981 1991-92 1991-92 


IW PUISSANCE MAXIMALE 
397 397 397 Hydraulique i 
| 1,783 1,783 1,783 Vapeur 2 
Nucléaire 3 
Combustion interne 4 
im 222 222 222 Turbine a combustion 5 
| 40 50 50 Non spécifié 6 
«2,442 2,452 2,452 1.5% 1.9% 0.9% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats—Unis 8 
Provinces $ 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 11 
, 2,442 2,452 2,452 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
| 2,442 2,452 2,452 1.5% 1.9% 0.9% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L°’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
. 2,024 2,045 2,071 4.2% 2.5% 1.4% APPEL MAXIMALINDIQUE  (21+22-23-24) 25 
/ 1.4% 1.0% 0.5% changement annuel 26 
im 177 184 206 Puissance réductible 27 
595 591 587 RESERVE (15-25+27) 28 
_ 24.4% 24.1% 23.9% pourcentage de puissance maximale indiquée 29 
"1995 1996 2001 1991 1996 2001 
| 1981 1991 1991 s 
W.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
— Provinces 37 
Livraisons -— Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
Total disponible (35+36+37—38-—39-—40-41) 42 
| Livraisons non garanties intérieures 43 
| Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
/ 10,631 10,773 11,647 3.8% 2.0% 1.8% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 46 
1.6% 1.3% 1.6% changement annuel 47 
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Ze 


NO oh OW — 


CAPABILITY and LOAD 1991 


Actual — Réel 


1989=90.2 1990=91 


79 


NEW BRUNSWICK 
Winter — Hiver 
1981 
CAPABILITY MW 
Hydro 884 819 
Steam 1,785 1,539 
Nuclear 635 
Internal Combustion 4 4 
Combustion Turbine 27 48 
Unspecified : 
Total 2,700 3,045 
Contracts for receipts of firm power: 
United States 2 
Provinces 150 
Contracts for deliveries of firm power: 
United States 223 307 
Provinces 10 S15) 
Total Net Capability (7+8+9-10-11) 2,467 2,855 
Contractural losses — United States 2 
— Provinces 
INDICATED CAPABILITY (12-13-14) 2,467 2,853 
PEAK LOAD 
Net power generation 2,721 
Receipts — United States 
— Provinces 405 
Deliveries — United States 459 
— Provinces 39 
Peak Met 1,721 2,628 
Load not met 
Losses — United States 1 
— Provinces 4 
INDICATED PEAK §(21+22-23-24) 172 2,623 
annual change 1.3% 5.4% 
Curtailable load 67 
RESERVE (15-25+27) 746 297 
percent of indicated capability 30.2% 10.4% 
1981 1989 
ENERGY GW.h 
Hydro 3,831 2,389 
Steam 5,105 9,877 
Nuclear 5,269 
Internal combustion 
Combustion turbine 9 
Total 8,936 17,544 
Receipts — United States 54 264 
— Provinces 3,832 3,419 
Deliveries — Firm — United States 1,079 2,399 
— Firm — Provinces 45 270 
— Non-firm — United States 2,168 2,241 
— Non-—firm — Provinces 742 2,866 
Total Available (35+36+37-38-—39-40-41) 8,788 13,451 
Non-—firm deliveries within province 
Losses -— United States 65 97 
— Provinces 27 101 
FIRM ENERGY AVAILABLE  (42-43-44~-45) 8,696 13,253 


annual change 


5.4% 


13,015 
—1.8% 
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Forecast—Prévision 


1991922. 1992-935 


1993-94 1994-965 | 


934 934 
1,811 2,254 
640 640 
8 8 
549 549 
5 5 
3,947 4,390 
2 2 

100 
260 242 
445 445 
3,344 3,705 
10 10 
21 21 
3,313 3,674 
2,897 2,944 
4.3% 1.6% 
32 32 
448 762 
13.5% 20.7% 

ngo2 1993 

6 
2,034 333 
1,583 1,932 
610 903 
14,453 14,758 


7.1% 


2.1% 


3,633 


3,019 
4.2% 


32 


646 
17.8% 


1994 


15,125 
2.5% 


PUISSANCE et L’APPEL MAXIMAL 1991 


‘orecast — Prévision 
Annual Growth NOUVEAU BRUNSWICK 
Vinter — Hiver Augmentation annuel 
995-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 


Ww PUISSANCE MAXIMALE 
934 934 934 Hydraulique 
2,232 2,232 2,015 Vapeur 
640 640 640 Nucléaire 
8 8 8 Combustion interne 
549 549 549 Turbine a combustion 
> 55 65 Non spécifié 
4,368 4,418 4,801 3.9% 2.3% 2.0% Total 
Contrats de réceptions de puissance réguliére: 
2 2 2 Etats— Unis 
Provinces 
Contrats de livraisons de puissance réguliere: 
265 265 265 Etats— Unis 
) 442 435 335 Provinces 
> 3,663 3,720 4,203 Total de puissance maximale net (7+8+9-10-11) 
) 11 11 11 Pertes contractuelles — Etats—Unis 
21 21 15 — Provinces 
3,631 3,688 4,177 3.2% 1.7% 2.1% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

— Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
3,082 Sh sy/ 3,507 4.9% 2.6% 2.4% APPEL MAXIMAL INDIQUE (21+22—23-24) 
2.1% 2.4% 2.6% changement annuel 
32 32 32 Puissance réductible 
581 563 702 RESERVE (15-25+27) 
16.0% 15.3% 16.8% pourcentage de puissance maximale indiquée 
1995 1996 2001 1991 1996 2001 
1981 1991 1991 : 
iW. ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
6 6 6 Réceptions — Etats—Unis 
— Provinces 
) 2,232 2,232 2,126 Livraisons — Garantie — Etats—Unis 
867 866 914 — Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (35+36+37-38-39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
(15,451 15,780 17,854 4.5% 3.2% 2.8% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 
2.2% 2.1% 2.5% changement annuel 
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NO Of WN + 


oo 


NO Of OP = 


CAPABILITY and LOAD 1991 


Actua! — Réel Forecast—Prévision 
QUEBEC 
Winter — Hiver 
1981 1989-90 1990-91 1991-92 1992-93 1993-94 1994-95 
CAPABILITY MW 
Hydro 16,472 26,130 25,978 26,373 28,303 29,025 30,310 
Steam 625 625 625 500 625 625 625 
Nuclear 670 670 670 670 670 
Internal Combustion 51 60 60 60 55 56 5a 
Combustion Turbine 190 424 462 362 657 852 852 
Unspecified - 
Total 17,338 27,909 27,795 27,295 30,310 31,228 32,514. 
Contracts for receipts of firm power: 
United States 1 500 400 400 400 400 400 
Provinces 4.296 5,200 4,257 5,526 4,647 4,647 4,614 
Contracts for deliveries of firm power: 
United States 42 150 25/ 247 201 201 201 | 
Provinces 60 156 181 172 156 106 56° 
Total Net Capability (7+8+9-10-11) Zi Seo ~S3,503 32,014 32,802 35,000 35,968 37,271 
Contractural losses — United States 10 17 8 13 13 13) 
— Provinces 10 11 6 10 7 4) 
INDICATED CAPABILITY (12-13-14) 21-533 $3,283 31,986 32,788 34,977 35,948 37,254 
PEAK LOAD 
Net power generation 22,289 23,480 24,257 
Receipts — United States 738 600 756 
— Provinces 5,046 5,128 5,526 
Deliveries — United States 3 236 247 
— Provinces 53 183 172 
Peak Met 20,495 28,017 28,789 30,120 
Load not met 445 ihold 497 998 
Losses — United States 15 8 
— Provinces 3 12 6 
INDICATED PEAK § (21+22—23-24) 20,940 29,525 29,259 31,104 31,176 31,772 32,261 
annual change 1.3% 4.4% —0.9% 6.3% 0.2% 1.9% 3.5% 
Curtailable load 1,190 364 1,000 1,000 1,000 4,000 
RESERVE (15-25+27) 593 4,948 3,091 2,684 4,801 5,176 5,993 | 
percent of indicated capability 2.8% 14.9% 9.7% 8.2% 13.7% 14.4% 16.1% 
1981 1989 1990 1994 1992 1993 1994 
ENERGY GW.h . 
Hydro 102,728 139,051 129,939 138,550 
Steam 33 4,390 1,638 291 
Nuclear 4,850 4,070 3,910 
Internal combustion 143 221 237 238 
Combustion turbine eL. 45 (2) 3 
Total 102,903 145,557 135,882 142,992 
Receipts — United States Th aS7 1,188 730 2,400 | 
— Provinces 36,009 26,508 27,718 27,874 32,600 31,400 31,200 | 
Deliveries — Firm — United States 3,072 4,930 2,990 4,405 7,500 8,100 8,200 ‘ 
— Firm — Provinces 2,539 3,966 3,687 3,914 3,500 1,100 2,500 | 
— Non-firm — United States 5,242 697 413 {| SSz 
— Non-firm — Provinces 7,671 135 23 195 
Total Available (85+36+37-38-39-—40-—41) 120,395 163,524 157,675 161,530 | 
Non—firm deliveries within province 4,225 305 | 
Losses -— United States 210 181 269 
— Provinces 170 144 172 | 
FIRM ENERGY AVAILABLE (42-43-44-45) 116,170 162,839 157,350 161,089 170,005 180,605 184,025 


annual change 2.0% 4.3% -3.4% 2.4% 5.5% 6.2% 1.9% 
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PUISSANCE et L’APPEL MAXIMAL 1991 25 


‘orecast — Prévision 


Annual Growth QUEBEC 
- — Hiver Augmentation annuel 
995-96 1996-97 2001-02 1991-92 1996-97 2001-02 


19814 1991-92 19971—92 


WwW PUISSANCE MAXIMALE 
31,006 31,325 35,567 Hydraulique 4 
625 625 625 Vapeur 2 
670 670 670 Nucléaire 3 
57 58 62 Combustion interne 4 
852 852 852 Turbine a combustion 5 
| Non spécifié 6 
33,210 33,530 37,776 4.6% 4.2% 3.3% Total a 
Contrats de réceptions de puissance réguliére: 
400 400 400 Etats—Unis 8 
«4,581 4,548 4,383 Provinces 9 
| Contrats de livraisons de puissance réguliére: 
269 331 1,349 Etats—Unis 10 
56 56 Provinces 1 
37,866 38,091 41,210 Total de puissance maximale net (7+8+9-10-11) 12 
17 ee 88 Pertes contractuelles — Etats—Unis 13 
4 4 — Provinces 14 
37,845 38,065 41,122 4.3% 3.0% 2.3% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
32,757 33,414 36,195 4.0% 1.4% 1.5% APPEL MAXIMAL INDIQUE (21+22—23-24) 25 
1 1.5% 2.0% 2.0% changement annue! 26 
1,000 1,200 1,200 Puissance réductible 27 
6,088 5,851 6,127 RESERVE (15-25+27) 28 
16.1% 15.4% 14.9% pourcentage de puissance maximale indiquée 29 
1995 1996 2001 1991 1996 2001 
| 1981 199% 1997 : 
W.h - ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
-31,100 30,900 30,600 — Provinces 37 
| 8,200 8,500 12,500 Livraisons — Garantie — Etats—Unis 38 
500 500 — Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 44 
Total disponible (385+36+37-38-39-—40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
184,930 189,415 204,325 3.3% 3.3% 2.4% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 46 
| 0.5% 2.4% 4.5% changement annuel 47 
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NO Oh WP | 


ONTARIO 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 

Total Net Capability (7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 
Receipts — United States 


Contractural losses 


— Provinces 
Deliveries — United States 

— Provinces 
Peak Met 


Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-—25+27) 
percent of indicated capability 


(21+22—23-24) 


ENERGY 


Hydro 

Steam 

Nuclear 

internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 

— Non-firm — United States 

— Non-firm — Provinces 
Total Available (85+36+37-—38—39-40-41) 


Non-—firm deliveries within province 
Losses — United States 
— Provinces 


FIRM ENERGY AVAILABLE 
annual change 


(42—43-44-45) 


CAPABILITY and LOAD 1991 


Actua! — Réel- 


1984 


MW 


6,914 
10,746 
5,248 
& 

479 


23,395 


44 
59 


23,498 


23,498 


18,171 


18,171 
2.3% 


439 


5,766 
24.5% 


1981 


GW.h 


38,241 
33,574 
37,799 
1 

1,357 
110,972 


344 
7,652 


263 


11,046 
58 


107,601 
s 


107,596 
1.3% 


7,163 
11,063 
10,594 

9 
414 


29,243 


94 


29,149 


29,149 


22,742 
1,293 
265 


24,300 


24,300 
3.7% 


482 


5,331 
18.3% 


1989 


38,792 
36,633 
65,261 

2 


1,012 
141,700 
1,451 
1,223 
243 

658 
1,045 
1,865 
140,563 


140,563 
3.4% 


Winter — Hiver 
1989-90 1990-91 


19 


31,402 


31,402 


22,636 
984 
234 


102 
23,752 


23,752 
—2.3% 


330 


7,980 
25.4% 


1990 


40,561 
28,952 
59,353 

1 


903 
129,770 


13,339 
2,362 
229 

1 

1,821 
118 
143,302 


143,302 
1.9% 
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Forecast—Prévision 


1991—92° 1992=93 


31,760 


255 
112 


31,903 


31,903 


24,267 


280 
300 


751 
24,096 


24,096 
1.4% 


268 


8,075 
25.3% 


1991 


37,781 
32,423 
70,773 

2 


1,001 
141,980 


3,684 
2,297 


233 


4,538 
150 


143,000 


143,000 
—0.2% 


24,990 
3.7% 


384 


5,337 
17.8% 


1992 


1,120 
1,842 


100 


142,800 
—0.1% 


1993-94 


31,641 


31,641 


25,528 
2.2% 


394 


6,507 
20.6% 


1993 


250 
902 


146,055 
2.38% 


1994— 


149,955. 
27% 


PUISSANCE et L’APPEL MAXIMAL 1991 27 
=orecast — Prévision 
Annual Growth ONTARIO 
Ninter — Hiver Augmentation annuel 
995-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 
AW PUISSANCE MAXIMALE 
7,266 7,322 8,740 Hydraulique 1 
10,998 11,523 14,675 Vapeur 2 
13,000 14,011 15,524 Nucléaire 3 
| 10 10 10 Combustion interne 4 
420 420 420 Turbine a combustion 5 
Non spécifié 6 
31,694 33,286 39,369 3.1% 0.9% 2.2% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
55 55 400 Provinces 9 
Contrats de livraisons de puissance réguliere: 
Etats— Unis 10 
Provinces 11 
31,749 33,341 39,769 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
31,749 33,341 39,769 3.1% 0.9% 2.2% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
| 26,715 27,095 30,170 2.9% 2.4% 2.3% APPELMAXIMALINDIQUE (21+22-23-24) 25 
1.9% 1.4% 2.5% changement annuel 26 
411 411 769 Puissance réductible 27 
| 5,445 6,657 10,368 RESERVE (15-25+27) 28 
feli7.2% 20.0% 26.1% , pourcentage de puissance maximale indiquée 29 
1995 1996 2001 1991 1996 2001 
19814 1991 1991 : 
iW.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
lm™ 250 250 250 Réceptions — Etats—Unis 36 
lm 6902 902 3,157 — Provinces 37 
Livraisons — Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 44 
Total disponible (35+36+37-38-39-40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
153,835 157,880 165,910 2.9% 2.0% 1.5% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) ae 
| 2.6% 2.6% 4.0% changement annue! a7 
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NO Of WD = 


MANITOBA 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 7 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 

Total Net Capability (7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 
Receipts — United States 


Contractural losses 


— Provinces 
Deliveries — United States 

— Provinces 
Peak Met 


Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-—25+27) 
percent of indicated capability 


(21+22-23-24) 


CAPABILITY and LOAD 1991 


Actual — Réel 


Winter — Hiver 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 

— Non-firm — United States 

— Non-firm — Provinces 
Total Available (35+36+37-38-39-40-41) 


Non-—firm deliveries within province 
Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE 
annual change 


(42—43-44-45) 


1981 “TS69=S05"1990=91 
MW 
3,644 3,592 3,892 
392 303 278 
31 17 17 
24 
4,091 3,912 4,187 
300 300 300 
374 200 
4,017 4,212 4,287 
4,017 4,212 4,287 
3,365 3,971 
248 
182 153 
209 
199 356 
2,570 3,596 3,559 
15 
es 20 
2,570 3,589 3,524 
-—4.1% 4.3% —1.8% 
1,447 623 763 
36.0% 14.8% 17.8% 
1981 1989 1990 
GW.h 
17,900 18,329 to ;Oc7 
477 420 388 
49 26 Zi. 
18,426 18,775 20,242 
194 1,451 991 
1,065 1,223 1,089 
536 243 262 
1,145 658 1,066 
3,145 1,045 1,788 
1,210 1,865 1,686 
13,649 17,638 17,520 
3 2 
129 130 
99 139 
13,646 17,408 17,251 


= 2070 3.1% —0.9% 
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19919207 1992-33 


4,406 
155 


17 


4,578 


300 


375 
242 


4,261 


4,261 


4,280 


132 


522 
407 
3,483 


48 
37 


3,398 
—3.6% 


863 
20.3% 


1991 


22,543 
300 


28 


22,871 


289 
975 


812 
1,209 
2,079 
1,426 

18,013 


Pasi) 
153 


17,561 
1.8% 


Forecast—Prévision 


1993-94 1994-95 


4,943 4,943 4,943 
347 347 347 
1-7, 17 17 
5,307 5,307 5,307 
500 500 
200 
5,107 4,807 4,807 
5, 107 4,807 4,807 
3,627 3,703 3,813 
6.7% 2.1% 3.0% 
1,480 1,104 994 
29.0% 23.0% 20.7% 
1992 1993 1994 
261 173 
1,449 3,388 4,468 
1,000 329 
17,880 18,278 18,673 
1.8% 2.2% 2.2% 


PUISSANCE et L’APPEL MAXIMAL 1991 


‘orecast — Prévision 
Annual Growth MANITOBA 
Vinter — Hiver Augmentation annuel 
95-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 


88 
3,724 


4,943 
223 


17 


5,183 


500 


500 
5,183 


5,183 


3,990 
1.7% 


1,193 
23.0% 


1996 


323 
3,902 


19,730 
2.8% 


5,218 
223 


us 


5,458 


500 


500 
5,458 


5,458 


4,395 
2.3% 


1,063 
19.5% 


1.1% 


0.6% 


2.8% 


2.5% 


4.0% 


3.3% 


2001 


439 


3,724 
3,036 


22,001 
2.2% 


2.6% 


2.4% 


1.8% 


2.5% 


2.6% 


2.3% 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 
Etats—Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats— Unis 

Provinces 

Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

— Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Puissance non satisfaite 


Pertes — Etats—Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (21 +22-23-24) 
changement annuel 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


ENERGIE 


Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats— Unis 
— Non garantie — Provinces 


Total disponible (65+36+37-38-—39-40-41) 


Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE = (42-43-44-45) 
changement annuel 
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NO OP WOND = 
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CAPABILITY and LOAD 1991 


NO Oh WON + 


SASKATCHEWAN 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified : 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 

Contracts for deliveries of firm power: 
United States 

Provinces 


Total Net Capability (7+8+9-10-11) 


Contractural losses -— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 


Receipts — United States 
— Provinces 


Deliveries — United States 
— Provinces 

Peak Met 

Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-25+27) 
percent of indicated capability 


(21+22—23—24) 


ENERGY 

Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts — United States 
— Provinces 


— Firm — United States 

— Firm — Provinces 

— Non-—firm — United States 
— Non-firm — Provinces 
Total Available (65+36+37-—38-39-40-41) 


Non~firm deliveries within province 
Losses -— United States 
— Provinces 


FIRM ENERGY AVAILABLE 
annual change 


Deliveries 


(42—43-—44-—45) 


Actual — Réel 


Winter — Hiver 


1981 1989-90 1990-91 
MW 
392 847 847 
$496 =, 11713 1,713 
54 3 3 
57 136 136 
1,929 2699 2,699 
150 150 
157 7 
1 3 1 
1,928 3,003 2,855 
1,928 3,003 2,855 
2445 2,182 
122 170 
4 
96 
W748: 2.471 2,356 
5 

1,748 2,471 2,356 
—16.2% 4.4% -—4.7% 
142 148 
180 674 647 
9.3% 22.4% 22.7% 

1981 1989 1990 

GW.h 

3101 2,839 4,215 
6,532 10600 9,275 
32 3 3 
11 84 77 
9,676 13,526 13,570 
142 107 
1,192 1,155 1,180 
297 7 7 
75 122 
TA: +46 1,074 
9,800 13,625 13,654 
9800 13,625 13,654 
0.2% 4.2% 0.2% 
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Forecast—Prévision 


1991=—92 541992295 


2,234 
—5.2% 


699 
23.8% 


1991 


13,914 
1.9% 


2,547 
14.0% 


547 
17.7% 


1992 


14,604 
5.0% 


1993-94 1994-9 


2,652 
4.1% 


542 
17.0% 


1993 


87 
88 


15,110 
3.5% 


2,714 
6.69 


33¢ 
10.8% 


1994 


precast — Prévision 


finter — Hiver 


PUISSANCE et L’APPEL MAXIMAL 1991 


w>—96 1996-97 2001-02 


Annual Growth 


Augmentation annuel 


1991-92 1996-97 2001-02 


SASKATCHEWAN 


1981 1991-92 1991-92 
W PUISSANCE MAXIMALE 
847 847 847 Hydraulique 
f 1,852 2,124 2,124 Vapeur 
Nucléaire 
3 S) 3 Combustion interne 
236 236 286 Turbine a combustion 
Non spécifié 
2,938 3,210 3,260 3.1% 4.1% 2.2% Total 
Contrats de réceptions de puissance réguliére: 
100 100 Etats— Unis 
132 132 132 Provinces 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 
126 126 126 Provinces 
3,044 3,316 3,266 Total de puissance maximale net (7+8+9-10-11) 
Pertes contractuelles — Etats—Unis 
— Provinces 
3,044 3,316 3,266 4.3% 2.5% 1.1% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
L’APPEL MAXIMAL 
Production de puissance nette 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Etats—Unis 
— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 
— Provinces 
| 2,782 2,844 3,078 2.5% 4.9% 3.3% APPEL MAXIMAL INDIQUE (214+22—23—24) 
Ne 2.5% 2.2% 2.0% changement annuel 
Puissance réeductible 
262 472 188 RESERVE (15-25+27) 
8.6% 14.2% 5.8% pourcentage de puissance maximale indiquée 
1995 1996 2001 1991 1996 2001 
1981 1991 1991 : 
N.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
88 88 59 Réceptions — Etats—Unis 
232 193 196 — Provinces 
88 88 Livraisons — Garantie — Etats—Unis 
3 S 6} — Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (35+36+37-38-39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
| — Provinces 
15,766 16,005 17,191 3.6% 2.8% 2.1% ENERGIE GARANTIE DISPONIBLE (42—43—44-45) 
| 2.1% 1.5% 1.4% changement annuel 
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NO OP OND = 


46 


32 


NO OP WON = 


CAPABILITY and LOAD 1991 


ALBERTA 


CAPABILITY 


Hydro 

Steam 

Nuclear 

Internal Combustion 

Combustion Turbine 

Unspecified 

Total 

Contracts for receipts of firm power: 
United States 

Provinces 


Contracts for deliveries of firm power: 


United States 
Provinces 


Total Net Capability 
Contractural losses 


(7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 


Receipts — United States 
— Provinces 


Deliveries — United States 
— Provinces 

Peak Met 

Load not met 


Losses — United States 
— Provinces 


INDICATED PEAK 


annual change 
Curtailable load 


RESERVE (15-25+27) 
percent of indicated capability 


(21+22—23-24) 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 


— Non-firm — United States 
— Non-—firm — Provinces 


Total Available (35+36+37-38-39-—40-41) 
Non-—firm deliveries within province 


Losses — United States 
— Provinces 
FIRM ENERGY AVAILABLE (42-43-44-45) 


annual change 


Actual — Réel 


1981 


4,005 


4,005 
3.2% 


1,470 
26.8% 


1981 


GW.h 


2,035 
21,834 


31 
600 
24,500 


168 


262 


24,406 


24,406 
5.6% 


Winter — Hiver 


Forecast—Prévision 
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8,86! 


8,86! 


7,36 
6.49 


21 


1,71 
19.49 


1994 


49,74 
3.19 


1989-90 1990-91 1991-92 1992-93 1993-94 1994-9 
795 795 812 817 817 
6,478 6507 6,954 6,954 6,954 
30 10 36 36 36 
455 427 428 428 462 
1 52 121 
73758 87739 8281 8,287 8,390 
7758 4 7789 «© 8231 8,287 8,390 
75S TTBS. Ge:281 8,287 8,390 
6,093 6,539 6,449 
107 2 34 
| 32 31 
6,200 6,509 6,452 
6,200 6,509 6,452 6,920 7,176 
5.6% 5.0% —0.9% 7.3% 3.7% 
121 252 293 215 203 
1,679 1,482 2,072 1,582 1,417 
21.6% 19.1% 25.2% 19.1% 16.9% 
1989 1990 1991 1992 1993 
1,598 2,060 2,030 
39,629 38985 40,364 
17 30 30 
2,181 2,087 2,106 
43,425 43162 44,530 
3 3 3 
57 220 212 
1 48 
463 
41,151 42,363 44,234 
225 455 142 
40,926 41,908 44,122 46,456 48,238 
6.7% 2.4% 5.3% 5.3% 3.8% 


PUISSANCE et L’APPEL MAXIMAL 1991 33 


orecast — Prévision 
Annual Growth ALBERTA 
inter — Hiver Augmentation annuel 
95-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 


W PUISSANCE MAXIMALE 
817 817 817 Hydraulique 1 
7,360 7,390 KA Vapeur 2 
Nucléaire 3 
36 36 36 Combustion interne 4 
443 421 421 Turbine a combustion 5 
ord 327° 14577 Non spécifié 6 
8,933 8,991 9,963 4.2% 1.8% 1.9% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 11 
8,933 8,991 9,963 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
8,933 8,991 9,963 4.2% 1.8% 1.9% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
~ Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
7,628 7,808 8,640 4.9% 3.9% 3.0% APPEL MAXIMAL INDIQUE (21 +22—23-—24) 25 
3.6% 2.4% 2.5% changement annuel 26 
233 233 805 Puissance reductible 27 
1,538 1,416 1,628 RESERVE (15-25+27) 28 
17.2% 15.7% 16.3% pourcentage de puissance maximale indiquée 29 
1995 1996 2001 1991 1996 2001 
1981 1991 1991 
WV.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
— Provinces 37 
Livraisons — Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces ru 
Total disponible (35+36+37-38-—39-—40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
51,620 52,844 58,856 6.1% 3.7% 2.9% ENERGIE GARANTIE DISPONIBLE  (42-43-44-45) 46 
3.8% 2.4% 2.2% changement annuel 47 
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34 CAPABILITY and LOAD 1991 
Actual — Réel Forecast—Prévision 
BRITISH COLUMBIA 
Winter — Hiver 
1981 1989-90 1990-91 1991-92 1992-93 1993-94 1994-9 
CAPABILITY MW 
1 Hydro 9,138 10,929 10,658 10,699 10,705 10,705 10,738€ 
2 Steam 1,182 1,343 478 478 478 533 533 
3 Nuclear 
4 Internal Combustion 122 100 93 94 94 94 Q4 
5 Combustion Turbine 345 160 140 140 140 245 24é 
6 Unspecified ; 16& 
7 Total UO). 7Asizy ah sxeye 11,369 11,411 11,417 11,577 al rere 
Contracts for receipts of firm power: 
s United States 
9 Provinces 
Contracts for deliveries of firm power: 
io United States 3 201 201 202 202 202 202 
11 Provinces 1 1 1 1 1 1 1 
12 TotalNet Capability (7+8+9-10-11) 1OMSs) 125330 11,167 11,208 11,214 11,374 T1572 
13 Contractural losses — United States 20 20 14 14 14 14 
14 — Provinces 
15 INDICATED CAPABILITY (12-13-14) 10,783 12,310 ate a7 11,194 11,200 11,360 eS oe 
PEAK LOAD 
16 Net power generation 9,572 9,728 9,847 
17. Receipts — United States 194 16 101 
18 — Provinces 100 15 
19 Deliveries — United States 666 364 963 
20 — Provinces ANZ, 30 
21 Peak Met 7,313 9,200 9,363 8,970 
22 Load not met 
23 Losses — United States 67 32 67 
24 — Provinces 2 2 
25 INDICATED PEAK § (21+22-23-24) Tone 9,133 9,329 8,901 9,923 10,119 10,254 
26 annual change —1.0% 2.8% 2.1% 4.6% 11.5% 2.0% 8.3% 
27 Curtailable load 
28 RESERVE (15-25+27) 3,470 3,177 1,818 2,293 We27e76 1,241 1,304 
29 percent of indicated capability 32.2% 25.8% 16.3% 20.5% 11.4% 10.9% 11.3% 
1981 1989 1990 1991 1992 1993 1994 
ENERGY GW.h 
30 Hydro 49,407 51,107 57,308 60,197 
31 Steam 1374 6,624 3,457 2,980 
32 Nuclear 
33. Internal combustion 255 243 225 185 
34 Combustion turbine —27 1 12 
35 Total 51,009 57,975 60,990 63,374 
36 Receipts — United States 897 2,024 1,991 1,188 
37 — Provinces 262 2,302 925 421 1 1 1 
38 Deliveries — Firm — United States 12 476 WAY 1,099 337 337 338' 
39 — Firm — Provinces 4 10 10 2 2 2 
40 — Non-firm — United States 8,809 5,866 5,101 5,986 
a — Non-firm — Provinces 161 48 177 liZare 
42 TotalAvailable (35+36+37-38-39-40-41) 43,182 55,911 57,491 Syed 
43 Non-—firm deliveries within province 
44 Losses — United States 272 248 318 
45 — Provinces 14 36 SS 
46 FIRMENERGY AVAILABLE  (42—43-44-45) 43,182 55,628 57,207 57,360 61,386 62,320 63,290 
47 annual change 1.1% 3.2% 2.8% 0.3% 7.0% 1.5% 1.6% 
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orecast — Prévision 


PUISSANCE et L’APPEL MAXIMAL 1991 


lfinter — Hiver 


5-96 1996—97 2001-02 


202 
1 


111,737 
14 


11,723 


10,330 
1 0.7% 


1,393 
11.9% 
1995 


N.h 


338 


Annual Growth 


Augmentation annuel 


1991-92 1996-97 2001-02 


COLOMBIE BRITANNIQUE 


1981 1991-92 1991-92 
PUISSANCE MAXIMALE 
10,878 11,418 Hydraulique 
613 643 Vapeur 
Nucléaire 
94 96 Combustion interne 
245 245 Turbine a combustion 
230 230 Non spécifié 
12,060 12,632 0.6% 1.1% 1.0% Total 
Contrats de réceptions de puissance réguliere: 
600 Etats— Unis 
Provinces 
Contrats de livraisons de puissance réguliere: 
203 204 Etats— Unis 
1 1 Provinces 
11,856 13,027 Total de puissance maximale net (7+8+9-10-11) 
14 14 Pertes contractuelles — Etats—Unis 
— Provinces 
11,842 13,013 0.4% 1.1% 1.5% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
L’APPEL MAXIMAL 
Production de puissance nette 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Etats—Unis 
— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 
— Provinces 
10,447 iil Si 2.0% 3.3% 2.5% APPELMAXIMALINDIQUE (21+22-23-24) 
1.1% 1.9% changement annuel 
Puissance réductible 
1,395 1,638 RESERVE (15-25+27) 
11.8% 12.6% pourcentage de puissance maximale indiquée 
1996 2001 1991 1996 2001 
1981 1991 1991 : 
ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
2,760 Réceptions — Etats—Unis 
| 1| — Provinces 
339 342 Livraisons — Garantie — Etats—Unis 
2) 3 — Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (85+36+37-—38-39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
64,608 69,490 2:9% 2.4% 1.9% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 
0.9% 1.5% changement annuel 
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35 


NO Of WD + 


oOo wo 


Forecast—Prévision 


52 


67 


119 


419 


119 


88 
2.3% 


31 
26.1% 


1993 


495 


56 


70 


126 


126 


126 


36 CAPABILITY and LOAD 1991 
Actual — Réel 
YUKON 
Winter — Hiver 
1981 1989-90 1990-91 1991-92 1992-93 1993-94 1994-9! 
CAPABILITY MW 
1 Hydro 62 78 78 47 47 
2 Steam 
3 Nuclear 
4 Internal Combustion 37 45 50 Si 64 
5 Combustion Turbin 
6 Unspecified : 
7 Total 99 123 128 98 111 
Contracts for receipts of firm power: 
s United States 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 
11 Provinces 
12. Total Net Capability (7+8+9-10-11) 99 123 128 98 111 
13 Contractural losses — United States 
14 — Provinces 
15 INDICATED CAPABILITY (12-13-14) 99 123 128 98 7) 1a 
PEAK LOAD 
16 Net power generation 81 82 84 
17 Receipts — United States 
18 — Provinces 
19 Deliveries — United States 
20 — Provinces 
21 Peak Met 78 81 82 84 
22 Load not met 
23 Losses — United States 
24 — Provinces 
25 INDICATED PEAK (21+22-23-24) 78 81 82 84 86 
26 annual change 4.0% 0.5% 1.2% 2.4% 2.4% 
27 Curtailable load 
28 RESERVE (15~25+27) 21 42 46 14 25 
29 percent of indicated capability 21.2% 34.1% 35.9% 14.3% 22.5% 
1981 1989 1990 1991 1992 
ENERGY GW.h 
30 Hydro 290 405 423 405 
31 Steam 
32 Nuclear 
33. Internal combustion 102 35 62 56 
34 Combustion turbine 
35 Total 392 440 485 461 
36 Receipts — United States 
37 — Provinces 
38 Deliveries — Firm — United States 
39 — Firm — Provinces 
40 — Non-firm — United States 
ri — Non-firm — Provinces 
42 TotalAvailable (35+36+37-38-39-40-41) 392 440 485 461 
43 Non-—firm deliveries within province 
44 Losses — United States 
45 — Provinces 
46 FIRMENERGY AVAILABLE (42-43-44~—45) 392 440 485 461 480 
47 annual change 2.3% 1.5% 10.2% —4.9% 4.1% 
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3.1% 


PUISSANCE et L’APPEL MAXIMAL 1991 


37 


recast — Prévision 


inter — Hiver 


Annual Growth YUKON 


95-96 1996-97 2001-02 1991-92 


Augmentation annuel 


1996-97 200102 


1981 


1991-92 1991-92 


} 129 


m 129 


m 92 
| 2.2% 


| yg 
28.7% 


1995 


V.h 


508 
1.6% 


57 62 
72 76 


129 138 =Oi1% 


129 138 


129 138 -0.1% 


94 102 0.7% 
2.2% 2.1% 


35 36 
27.1% 26.1% 


PUISSANCE MAXIMALE 


Hydraulique 
Vapeur 

Nucléaire 
Combustion interne 


Turbine a combustion 


Non spécifié 
5.7% 3.5% Total 


Contrats de réceptions de puissance réguliere: 


Etats—Unis 
Provinces 


Contrats de livraisons de puissance réguliére: 


Etats—Unis 
Provinces 


Total de puissance maximale net 
Pertes contractuelles — Etats—Unis 


5.7% 3.5% PUISSANCE MAXIMALE INDIQUEE 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

- Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 

— Provinces 


2.3% 2.0% APPEL MAXIMAL INDIQUE 


changement annuel 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


(7+8+9-10-11) 


1996 2001 1991 


1996 2001 
1993 19911 


510 545 1.6% 
0.4% 1.3% 


ENERGIE 


Hydraulique 
Vapeur 

Nucléaire 
Combustion interne 


Turbine a combustion 


Total 


Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (65+36+37-38-39-40-41) 


Livraisons non garanties intérieures 
— Etats—Unis 


Pertes de livraisons 


2.0% 1.7% ENERGIE GARANTIE DISPONIBLE 


changement annuel 
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NO OF WON = 


Actual — Réel Forecast—Prévision 


NORTHWEST TERRITORIES 
Winter — Hiver 
1981 1989-90 1990-91 1991-92 1992-93 1993-94 1994-95 


NOM f WD = 


CAPABILITY MW 
Hydro 64 50 50 47 47 47 47 
Steam 
Nuclear 
Internal Combustion 62 120 124 114 121 126 128 
Combustion Turbine 18 18 23 23 23 23 
Unspecified ; 
Total 126 188 192 184 191 196 198 
Contracts for receipts of firm power: 
United States 
Provinces 
Contracts for deliveries of firm power: 
United States 
Provinces 
Total Net Capability (7+8+9-10-11) 126 188 192 184 191 196 198 
Contractural losses — United States 
— Provinces 
INDICATED CAPABILITY (12-13-14) 126 188 192 184 191 196 198 
PEAK LOAD 
Net power generation 108 107 102 
Receipts — United States 
— Provinces 
Deliveries — United States — 
— Provinces 
Peak Met 84 108 107 102 
Load not met 
Losses — United States 
— Provinces 
INDICATED PEAK = (21+22-23-24) 84 108 107 102 106 109 114 
annual change 3.7% 3.2% —0.9% —4.7% 3.9% 2.8% 4.7% 
Curtailable load 
RESERVE (15—25+27) 42 80 85 82 85 87 Sig 
percent of indicated capability 33.3% 42.6% 44.3% 44.6% 44.5% 44.4% 43.9% | 
1981 1989 1990 1991 1992 1993 1994 
ENERGY GW.h 
Hydro 251 260 251 256 
Steam 
Nuclear 
Internal combustion 230 210 OT 221 
Combustion turbine 90 89 93 
Total 481 560 567 570 
Receipts — United States 
— Provinces 
Deliveries — Firm — United States 
— Firm — Provinces 
— Non-firm — United States 
— Non-firm — Provinces 
Total Available (85+36+37-38-39-—40—41) 481 560 567 570 
Non-—firm deliveries within province 
Losses -— United States 
— Provinces 
FIRM ENERGY AVAILABLE (42-43-44-45) 481 560 567 570 586 607 600 
annual change 4.1% 1.9% 1.3% 0.5% 2.8% 3.6% —1.2% 
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PUISSANCE et L’APPEL MAXIMAL 1991 


orecast — Prévision 
Annual Growth 
Jinter — Hiver Augmentation annuel 
95-96 1996-97 2001-02 1991-92 1996-97 2001-02 
1981 1991-92 1991-92 


Ww 
47 51 ol 


130 132 142 
23 23 23 
200 206 216 3.9% 2.3% 1.6% 


200 206 216 


200 206 216 3.9% 2.3% 1.6% 


112 114 116 2.0% 2.2% 1.3% 
0.9% 1.8% 0.7% 


88 92 100 
44.0% 44.7% 46.3% 


TERRITOIRES DU NORD-—OUEST 


PUISSANCE MAXIMALE 

Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliere: 
Etats— Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats— Unis 

Provinces 

Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE = (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

_ Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 
Pertes — Etats—Unis 

— Provinces 


APPEL MAXIMAL INDIQUE (21 +22—23-24) 
changement annuel 


Puissance réductible 


RESERVE (15-25+27) 
pourcentage de puissance maximale indiquée 


4995 1996 2001 1991 1996 2001 
1981 1991 1991 


W.h 


609 616 628 1.7% 1.6% 1.0% 
1.5% 1.1% 0.4% 


ENERGIE 


Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats— Unis 
— Non garantie — Provinces 
Total disponible (85+36+37-38-39-40—41) 


Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE  (42-43-44—45) 


changement annuel 
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CAPABILITY and LOAD 1991 


APPENDIX /APPENDICE A 
Principal Changes in Capabilty 
Changements majeurs de la puissance 


Type 

Newfoundland — Terre—Neuve 

Newfoundland & Labrador Hydro 

1992-1993 Happy Valley CT/TC 

1993-2002 unknown/inconnu CT/TC 

1994-2002 Bay D’Espoir H 

2001-2002 Lower Churchill H 

Prince Edward Island— 

Maritime Electric 

1996-1997 undecided/indécis CT 

Nova Scotia — Nouvelle—Ecosse 

Nova Scotia Power Corp. 

1991-1992 Maccan +S} 

1991-1992 Glace Bay S 

1991-1992 Trenton S) 

1992-1993 unknown/inconnu 

1993-1994 unknown/inconnu 

1993-1994 Pt. Aconi Ss 

1994-1995 unknown/inconnu 

1995-1996 unknown/inconnu 

1996—1997 unknown/inconnu 

New Brunswick — Nouvelle—Brunswick 

NB Power 

1993-1994 Belledune Ss 

1994-1995 Grand Lake Ss 

1996-1997 unknown/inconnu 

2001-2002 unknown/inconnu 

Quebec 

Hydro Quebec 

1991-1992 La Grande—2A H 

1992-1993 La Grande—2A H 
undecided/indécis 

1993-1994 Brisay H 
Laforge—1 H 
undecided/indécis 

1994-1995 La Grande-1 H 
Laforge—1 H 

1995-1996 La Grande-1 H 
Laforge—2 H 

1996-1997 Eastmain-—1 H 

1997-1998 Manic 3 H 

1998—1999 Grande Baleine 1 H 

1999-2000 Grande Baleine 1 H 
Grande Baleine 3 H 

2000-2001 Grande Baleine 2 H 
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Details 


1 unit \ unite 


1 unit \ unite 
1 unit \ unite 
1 unit \ unite 


1 unit \ unite 


1 unit \ unite 
3 units \ unites 


3 units \ unites 
3 units \ unites 


2 units \ unites 
2 units \ unites 


6 units \ unites 
4 units \ unites 
6 units \ unites 
2 units \ unites 
3 units \ unites 


3 units \ unites 
2 units \ unites 
3 units \ unites 
3 units \ unites 


Total 
MW 


25 
150 
100 
920 


15 


383 


950 
950 
195 
382 
276 
195 
656 
543 
656 
289 
465 
602 
1234 
824 
560 
540 


PUISSANCE et L’APPEL MAXIMAL 1991 


APPENDIX /APPENDICE A 


Principal Changes in Capabilty — concluded 
Changements majeurs de la puissance — fin 


Type 

Ontario 
Ontario Hydro 
1992-1993 Darlington N 
1993-1994 Darlington N 
Manitoba 
Manitoba Hydro 
1996-1997 Brandon S 
2001 —2002 Limestone H 
Saskatchewan 
SaskPower 
1992-1993 Estevan S 

Shand S$ 
1996-1997 Shand S 
Alberta 
Medicine Hat, City of 
1993-1994 Medicine Hat CT 
Edmonton Power 
1994—1995 Genesee S 
Alberta Power 
1995-1996 Sturgeon CT 
1996-1997 Simonette CT 
Medicine Hat, City of 
1996-1997 Medicine Hat S 
1999-2000 Battle River S 
Alberta Power 
2000-2001 Rossdale S 
British Columbia 

Columbie—Britannique 

Alcan Ltd. 
1998-2000 Kemano H 
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Details 


3 units \ unites 
1 unit \ unite 


4 units \ unites 
3 units \ unites 


3 units \ unites 
1 unit \ unite 
1 unit \ unite 


2 units \ unites 
1 unit \ unite 


2 units \ unites 
1 unit \ unite 


1 unit \ unite 
2 units \ unites 


3 units \ unites 


4 units \ unites 
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Total 
MW 


2643 
881 


—132 
270 


=61 
280 
280 


34 


406 


tO 
=20 


30 
=60 


—216 


540 
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CAPABILITY and LOAD — 1991 — PUISSANCE et L’APPEL MAXIMAL 


APPENDIX / APPENDICE B 


Canadian Electrical Association — Electric Power Statistics Committee 


Association canadienne de |’électriciteé — Comité des statistiques de I’électricité 


Chairman — Président 


M. 


Chorel, TransAlta Utilities Corp. 


Committee Members — Membres du comiteé : 


7 G0E & (ocx & 


AW Cpe=e OOO Gs = EU. io 


Belliveau (past chairman—président passé), N.B. Power Comm. 
Boone, Newfoundland and Labrador Hydro 

Conrad (vice chairman—vice président), N.S. Power Comm. 
Gibbon, B.C.Hydro and Power Auth. 

Gray, NWT Power Corp. 


.C. Lee, Energy, Mines and Resources — Energie, mines et resources 


Madsen, Statistics Canada — Statistique Canada 
Morrin, Hydro— Québec 


Phillips, Canadian Electrical Association — Association canadienne de I’électricité 


. Rheault, Manitoba Hydro 


. Rousseau, National Energy Board—Office National de L’énergie 


Tam, Ontario Hydro 


. Thiele, Saskatchewan Power Corp. 


. Willems, The Yukon Electrical Co. Ltd. 


Younker, Maritime Electric Co. Ltd. 
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On the occasion of the nation’s 125th anniversary of 
Confederation, the 1992 Canada Year Book takes a 
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nalists, librarians, parliamentarians, educators and 
diplomats for 125 years, the 1992 Canada Year Book is 
designed as a comprehensive reference source for the 
latest on economic, political, and social information 
on Canada and Canadians. And for the first time, 
this “special collector’s” edition presents pictur- 
esque vignettes on Canada’s past with informative, 
easy-to-read text. 
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e larger typeface 

¢ over 300 rare archival photos 

¢ historical perspectives on Canada’s past 

e 22 chapters, 607 pages bound in 
deluxe hard cover 
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To order, write Publication Sales, Statistics Canada, Ottawa, Ontario, 
| K1A OT6, or contact the nearest Statistics Canada Regional Reference 
‘Centre listed in this publication. 


‘For faster ordering, using your VISA or MasterCard, call toll-free 
' 1-800-267-6677 or fax your order to (613) 951-1584. Please do not 
send confirmation. 


PARTICIPE: 


(A 
wy % 


N VOUS PROCURANT 


L-ANNUAIRE DU CANADA 
LEPLUS UTILEETLEPLUS . 
ATTRAYANT JAMAIS PUBLIE. 


L’Annuaire du Canada de 1992, qui marque le 125e 
anniversaire de la Confédération, jette un regard 
unique sur les grands moments de l’évolution du pays 
depuis 1867. 


Cet ouvrage, particuliérement populaire depuis 125 ans 
aupreés des gens d’affaires, des journalistes, des biblio- 
thécaires, des parlementaires, des enseignants et des 
diplomates, est concu comme un ouvrage de référence 
ou l’on retrouve les données économiques, politiques et 
sociales les plus récentes sur le Canada et les Cana- 
diens. Cette édition spéciale présente, pour la premiere 
fois, ae pittoresques illustrations se rapportant a Vhis- 
toire du Canada de méme que des textes informatifs et 
faciles a lire. 


Au nombre des caractéristiques spéciales, on compte : 
¢ un nouveau mode de présentation : 

22cm x 30 cm (9” x 12”) 
¢ des caracteres plus gros 
¢ plus de 300 photos d’archives rares 
¢ des perspectives historiques sur le passé du Canada 
e 22 chapitres, 607 pages reliées par une 

couverture rigide de luxe. 


Cette encyclopédie compacte est un 

ouvrage indispensable pour répondre 

a vos questions portant sur tous les 
aspects du Canada. 
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(frais d’expédition et de manutention compris). 


Pour commander, priére d’écrire au Service des Ventes des publications de 
Statistique Canada, Ottawa (Ontario) K1A 0T6, ou de communiquer avec le 
Centre régional de consultation de Statistique Canada le plus pres de chez 
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Note de reconnaissance 


Le succés du systéme statistique du Canada 
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Statistique Canada et la population, les entreprises 
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collaboration et cette bonne volonteé, il serait 
impossible de produire des statistiques précises 
et actuelles. 
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r revised figures. 


x confidential to meet secrecy requirements 
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Note: Due a la nature particuliére de cette 
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— néant ou zéro. 
-- nombres infimes. 
p nombres provisoires. 


r nombres rectifies. 
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sur la statistique relatives au secret. 
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KW.h (Kilowatt heure) = Watt heure x 10% 


Le papier utilisé dans la présente publication repond 
aux exigences minimales de |’’"American National Stan- 
dard for Information Sciences” - "Permanence of Paper 


for Printed Library Materials”, ANSI Z39.48 - 1984. 
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Introduction 


This report presents the results of the 
39th Annual Electric Power Survey of 
Capability and Load. 


The survey is carried out in 
co-operation with the Canadian Electrical 
Association. Representatives of the 
Association provide initial data for their 
area and then meet with Statistics Canada to 
resolve reporting problems and to perform a 
final edit before publication. The assistance 
received from the Canadian Electrical 
Association and its members is gratefully 
acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics 
for the “annual Electric. Power Statistics 
(catalogue 57-202) are covered by this report. 
There is a direct comparison and link in that 
the energy figures are common. Any differences 
are due to revisions. 


Major utility and industrial generators 
of electricity are surveyed directly. These 
respondents have approximately 97% of total 
generating capability and produce 96% of all 
electricity in Canada. In addition, they 
account for 100% of imports, exports and 
inter-provincial movements. 


For the remaining small producers, the 
only data applicable are "net generating 
capability" (estimated at 90% of name-plate 
capacity, obtained from another annual 
survey), "peak met" (estimated at 67% of net 
generating capability) and “net generation" 
(actual data from quarterly survey). The 
forecast years are straight-line projections 
except where additional information is 
provided by the Canadian Electrical 
Association. 


The forecasts provided by the major 
respondents are based on the best information 
available as of April 1°. 


On trouvera dans la présente 
publication les résultats de la 39iéme enquéte 
annuelle sur la puissance maximale et sur la 
charge des réseaux. 


L’enquéte est menée conjointement avec 
l’Association Canadienne de 1’Electricité. Les 
représentants régionaux de l’Association 
rencontrent annuellement Statistique Canada, 
afin de résoudreles problémes de déclaration 
et effectuer une derniére révision avant la 
publication. La collaboration qui nous est 
fournie par 1’Association Canadienne de 
l’EBlectricité et par ses membres est trés 
appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des 
statistiques a la publication statistique de 
l’énergie électrique (catalogue 57-202) sont 
englobé dans cette publication. Il y a une 
comparaison directe et un raccordement en ce 
sens que les chiffres relatifs a l1’énergie 
sont les mémes. Toute différence serait due a 
des revisions. 


Les grandes centrales électriques et 
les établissements industriels produisant de 
l’électricité sont enquétés directement. Ces 
répondants représentent approximativement 97% 
du total de la puissance maximale possible de 
production et produise 96% de la production 


électrique du Canada. En plus, DES 
représentent 100% des importations, des 
exportations et des mouvements 


inter-provinciaux. 


Pour les petits producteurs restant, 
les seules données applicables sont ‘la 
puissance maximale possible de production 
nette" (estimé a 90% de la puissance de 
production indiquée sur la plaque 
Signalétique; obtenue d’une autre enquéte 
annuelle), *l’appel maximal satisfait" (estimé 
a 67% de la puissance maximale possible de 
production nette) et ‘la production nette" 
(les données venant d‘une enquéte 
trimestrielle). Les prévisions pour les années 
futures sont des projections en ligne droite, 
excepté 1a ot des informations additionnelles 
sont obtenues par l’Association Canadienne de 
l’Electricité. 


Les prévisions obtenues par les grandes 
centrales sont basées sur la meilleure 
information disponible au 1%** avril. 
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Review of Survey Results 


Total net generating capability in 
1992/93 increased 3.3% (3 279 MW) to 103 318 
MW compared with an increase of 1.9% the 
previous year. 


The ten year forecast predicts an 
increase of 11.5 GW in total net generating 
capability; a compound growth of ses 
compared 2.8% in the previous ten years. 


The indicated peak within Canada decreased 
0.8% in 1992/93. A compound growth of 2.5% is 
forecast for the period 1992-93 - 2002/03. The 
1992/93 reserve amounted to 22.6%. 


Firm energy available within Canada 
increased 1.5% from 488 800 GW.h in 1991 to 
496 366 GW-h in 1992. The compound growth rate 
was 3.0% in the previous 10 year period. It 
should be noted that the energy data reported 
are not affected by the peak load capability 
and therefore these data may be considered a 
better measure of the growth of the electric 
power industry. 


Notes 


Canada - Since the movements of power 

praca ere 
over a province’s borders are measured at the 
time of the province’s peak (see Concepts and 
Definition), receipts and deliveries do not 
balance. For this reason, Canada level data 
omit both interprovincial movements of power 
and the losses associated with these 
movements. As a consequence, although Canada 
data balances in an arithmetic sense, lines 
12,. 25," 20,25, 42 and 46 are nottithe sumeot 
provincial figures. 


Enquéte sur la puissance 
maximale et sur la charge des 
réseaux pour 1992 


Revue des résultats de l’enquéte 


En 1992/93, la puissance maximale 
possible de production nette a augmenté de 
3.3% (3 279 MW) pour totaliser 103 318 Mw, 
comparativement Aa une augmentation de 1.9% 
l’année précédente. 


Les prévisions pour les dix prochaines 
années représentent un accroissement de 11.5 
GW de la puissance maximale possible de 
production nette; soit un taux de croissance 
composé de 1.1% contre 2.8% pour les dix 
années précédentes. 


L’appel maximal garanti indiqué au 
Canada a diminué de 0.8% en 1992/93. On 
prévoit un taux de croissance composé de 2.5% 
pour la période 1992/93 - 2002/03. La réserve 
pour 1991/92 se chiffrait a 22.6%. 


L’énergie disponible, souscrite au 
Canada, a augmenté de 488 800 GW.h en 1991 a 
496 366 GW.h en 1992, soit de 1.5%. Le taux 
d’accroissement composé s’est établi a 3.0% au 
cours des 10 derniéres années. On remarquera 
que l’appel maximal ne change rien aux données 
déclarées sur l’énergie et, par conséquent, 
ces données peuvent 6tre considérées comme une 
image plus fiable de la croissance observée 
dans l’industrie de l’énergie électrique. 


Notes 


Canada - Puisque les mouvements 
da‘énergie hors des limites territoriales d’une 
province est mesuré lors de l’appel maximal de 
puissance (voir concepts et définitions), les 
réceptions et les livraisons ne balancent pas. 
Pour cette raison, les données au niveau du 
Canada ne comprennent pas les mouvements 
interprovinciaux. Par conséquent, méme si les 
données au niveau du Canada balance au point 
de vue arithmétique, les lignes 12, 15, 21, 
25, 42 et 46 ne sont pas la somme des données 
provinciaux. 


Newfoundland - The data shown imply 
that there will be a transmission link between 
Labrador and the Island in place by the later 
years of the forecast period. 


Alberta - Starting in 1988, Alberta’s 
utilities began producing two forecasts based 
on high and low scenarios. This publication 
shows an average of the two. 


Concepts and Definitions 


Prior to 1980, respondents reported 
capability and load data relating to their 
calendar year peak. Since 1980 all respondents 
have reported for the day of the peak for the 
largest utility in the province. In 1987 
calendar year peak was replaced by winter peak 
(Nov.-Feb.) . 


The change was made in an effort to 
eliminate exaggerated changes in peak which 
resulted solely from the vagaries of weather 
i.e. very cold in November-December as opposed 
to January-February. In addition, as most 
forecasts are made on the assumption of a 
winter peak, current and forecast data will 
now be collected on the same basis. 


All data for energy remain on a 
calendar year basis. 


The days for the winter 1992-1993 were as 
follows: 


Newfoundland - Labrador January 583} 

- Island January 20 
Prince Edward Island December 17 
Nova Scotia January 19 
New Brunswick January 30 
Quebec February if 
Ontario February i 
Manitoba January 8 
Saskatchewan December 17 
Alberta December 17 
British Columbia January 11 
Northwest Territories January 28 
Yukon January 26 


Other generating capability and firm power 
peak load concepts are unchanged from previous 
reports. Generating capability measures the 
expected power of all available generating 
facilities of the province (or nation) at the 
time of one hour firm peak load for each 
province. This may differ from the generating 
capacity as measured by the name plate rating. 


The variations between generating 
capability and generating capacity may be 
caused by high water in reservoirs resulting 
in a higher water head and greater generation 
than the name plate capacity, the 
impossibility of placing all pieces of 
equipment on the line at the same time, low 
water, ice, or some equipment being considered 
unreliable, thereby resulting in capability 
below capacity. 


Terre-Neuve - Les données publiées 
impliquent qu’il y aura une ligne de 
transmission entre le Labrador et l’Ile en 
place vers la fin de la période de prévision. 


Alberta - Commencant en 1988, les 
centrales de 1l’Alberta ont produits deux 
scénarios de prévisions basés sur les hauts et 
les bas. Cette publication montre une moyenne 
des deux. 


Concepts et définitions 


Avant 1980, chaque répondant rapportait la 
puissance maximale et la charge des réseaux 
selon leur propre journée d’appel maximal, et 
ce Aa l’intérieur de l’année du calendrier. 
Depuis 1980, cette journée est déterminée par 
l’appel maximal de la plus imposante centrale 
de la province. En 1987 la puissance maximale 
@’aprés l’année du calendrier f(t remplacée 
par la puissance maximale de l’hiver 
(Nov.-Fév.). 


Le changement eu lieu par _ soucis 
d’éliminer les fluctuations exagérées dans 
l’appel maximal résultant uniquement des 
fantaisies de la nature c.-a.-d. trés froid en 
novembre et décembre au lieu de janvier et 
février. En plus, comme toutes les prévisions 
sont faites présumant un appel maximal 
l’hiver, les données présentes et futures 
seront dorénavant sur la méme base. 


Toutes les données pour 1’énergie, 
demeurent sur la base de l’année du 
calendrier. 


Les jours choisis pour l’hiver 1992-1993 sont: 


Terre-Neuve - Labrador 13 janvier 

- fle 20 janvier 
f1le-du-Prince-Edouard 17 décembre 
Nouvelle-Ecosse 19 janvier 
Nouveau-Brunswick 30 janvier 
Québec 7 février 
Ontario 1 février 
Manitoba 8 janvier 
Saskatchewan 17 décembre 
Alberta 17 décembre 
Colombie-Britannique 11 janvier 
Territoires du Nord-Ouest 28 janvier 
Yukon 26 janvier 


Les autres notions de puissance 
maximale possible de production et d’appel 
maximal de puissance souscrite sont les mémes 
que dans les rapports antérieurs. La puissance 
maximale possible de production indique le 
Maximum de puissance réalisable par les 
centrales électriques dans chaque province (ou 
dans le pays) durant l’heure de 1’appel 
maximal annuel de puissance pour chaque 
province. Elle ne correspond pas 
nécessairement a la puissance installée des 
centrales. 


Les écarts entre la puissance maximale 
possible de production et la puissance 
installée peuvent résulter du niveau d’eau 
dans les réservoirs qui, par une hauteur de 
chute plus ou moins élevée, porterait la 
puissance de production au-dessus ou 
au-dessous de la puissance indiquée sur les 
plaques signalétiques. Aussi, l’impossibilité 
a’/utiliser tout le matériel simultanément, 


formation de glace, ou piece douteuse 
a’équipement, occasionnent une possibilité de 
production inférieure a la puissance 


installée. 


The published peak for Canada is 
non-coincident (the arithmetic-sum of the 
provincial peaks regardless of time of 
occurrence) and must be equal to, or greater 
than the coincident peak load. 


Receipts and deliveries of firm power used in 
calculating net capability are the 
interprovincial and international transfers 
of power under firm contracts, or the best 
estimate of firm obligations possible in the 
absence of contracts. The actual receipts and 
deliveries of firm and non-firm power are 
taken into account in the calculation of the 
firm power peak load for the current year. 


Peak loads are the total demands within 
a province after all interchanges have been 
taken into account to remove any duplication. 
The peak loads include all power consumed by 
ultimate customers, line losses and 
manufacturing plants own consumption, but do 
not include generating station service which 
is deducted before arriving at generating 
capability. 


Pirm load not met measures’ the 
commitments that a system could not or would 
not. meet at the time of its peak load. 


Losses - External Deliveries represent 
the amount of power and energy required to 
meet out of province commitments. Exports and 
interprovincial deliveries are measured at the 
border but, in some cases, power and energy 
are used for delivery to the border. These are 
subtracted as they do not represent internal 
use and, therefore, distort provincial growth 
rates. 


The reserve of a province is the 
reserve after all obligations have been taken 
into account whether or not these obligations 
have been met. It is a measure of the 
industry’s ability to satisfy demands of a 
province and meet contingencies. Since not all 
systems are fully interconnected, the reserves 
of power shown cannot always be fully 
utilized. However, with the development of 
interconnections, an increased sharing of 
capability is possible, particularly when 
provincial peaks occur at different times. To 
this extent the reserves reported in this 
publication may be understated. 


It should be further noted that Firm 
Load Curtailable represents power which the 
supplying utility intends to furnish to 


customers contracted under firm load 
curtailable agreements, except under the most 
extraordinary conditions. Thus, this 


curtailable power could be considered part of 
the utility’s reserve when such extreme 
conditions apply. 


L’appel maximal de puissance publié au 
niveau du Canada (i.e., la somme arithmétique 
des pointes provinciales sans égard a la 
journée d’observation) doit égaler ou étre 
supérieur a l’appel maximal. 


Les réceptions et les livraisons de 
puissance souscrite, qui ont servi a établir 
la puissance maximale possible nette, 
représentent les échanges interprovinciaux et 
internationaux de puissance faits en vertu de 
contrats formels ou, en l’absence de contrats, 
la meilleure . estimation possible des 
engagements formels. On tient compte des 
réceptions et des livraisons réelles de 
puissance souscrite et de puissance non 
souscrite dans le calcul des appels maximaux 
de puissance souscrite pour l’année en cours. 


L’appel maximal de puissance dans 
chaque province correspond a la puissance 
globale fournie dans la province, compte tenu 
des échanges de puissance de fagon a éviter 
toute duplication. Il comprend la puissance 
fournie aux abonnés ultimes de 1’entreprise 
productrice, celle utilisée par les propres 
installations de cette derniére, de méme que 
les pertes de transmission, mais exclut la 
puissance employée pour les besoins internes 
de la centrale génératrice (qui est soustraite 
avant le calcul de la puissance maximale 
possiblede production de la centrale). 


L’appel maximal souscrit non satisfait 
mesures d’engagement qu’un réseau n’a pu ou 
n’a pas voulu satisfaire au moment de son 
appel maximal de puissance. 


Pertes - Les livraisons hors province 
représentent le montant de puissance et 
d’ énergie requis pour satisfaire les 


engagements hors province. Les exportations et 
les livraisons interprovinciales sont mesurées 
a la frontiére, mais dans certains cas, la 
puissance et 1’énergie sont utilisées pour la 
livraison a la _ frontiére. Ceux-ci sont 
soustraits, car ils ne représentent pas 
l’utilisation interne et, par conséquent, 
déforment le taux de croissance provincial. 


La réserve d’une province est 
l’excédent disponible de puissance lorsque 
tous les engagements ont été comptabilisé, 
qu’ils aient été satisfaits ou non. Elle 
indique dans quelle mesure les réseaux peuvent 
faire face aux demandes de la province ainsi 
qu’'aux imprévus. Comme les réseaux ne sont pas 
tous complétement interconnectés, les réserves 
de puissance ne peuvent pas toujours é6tres 
enti@érement utilisées. Cependant, avec le 
développement des interconnections, une 
augmentation du partage de la puissance 
maximale est possible, particuliérement quand 
l’‘appel maximale de puissance des provinces 
arrive a des temps différent. Alors, les 
réserves rapportées dans cette publication 
peuvent étre sous-évaluer. 


Il convient en plus de souligner que 
l’appel maximal garanti réductible, représente 
la puissance que la centrale qui approvisionne 
compte fournir aux clients qui possédent un 
contrat d’entente d’appel maximal garanti 
réductible, excepté sous des conditions 
extraordinaires. Alors, ce pouvoir réductible 
pourrait @tre considéré comme faisant partie 
de la réserve de la centrale, guand ces 
conditions extréme s’appliquent. 


STATISTICAL TABLES 


TABLEAUX STATISTIQUES 


Actual — Réel Forecast—Prévision 
CANADA 


Winter — Hiver 


10 CAPABILITY and LOAD 1992 ae 
Winter = Hivet ‘nia 8 Ga ae oe oe ee 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995— “| 


eee eee 


CAPABILITY MW | 

1 Hydro 48,578 57,481 58,477 60,489 61,555 62,922 63,6m 
2 Steam 21,728 24,940 25,461 25,242 24012 sedeh0ee Lon 
3 Nuclear 5,248 13,075 13,142 13,717 13,458 15,185 15,18! 
4 Internal Combustion 524 456 476 452 459 470 47 
5 Combustion Turbine 2,092 2,070 2,477 3,382 3,698 3,903 4,08¢ 
6 Unspecified 6 36 133 199 33) 
7 Total 78,170 98,022 100,039 103,318 104,175 107,949 109 O18 
Contracts for receipts of firm power: | 

8 United States 301 852 852 877 Sit Sid, 85k 


9 Provinces 
Contracts for deliveries of firm power: 


10 United States 287 784 1,119 1,011 o42 1,293 1,11 

11 Provinces 

12. Total Net Capability (7+8+9-10-11) 78,184 98,090 99,772 103,184 103,410 107,233 108,75¢ 

13 Contractural losses -— United States 39 28 63 63 63 50 

14 — Provinces 

15 INDICATED CAPABILITY (12-13-14) 78,184 98,051 99,744 103,121 103,347 107,170 108,701 
PEAK LOAD | 

16 Net power generation 80,367 83,474 84,035 

17 Receipts — United States 1,770 1,249 219 

18 — Provinces 

19 Deliveries — United States 1,347 2,634 1,829 | 

20 — Provinces 

21 Peak Met 61,778 80,790 82,089 82,425 

22 Load not met 639 497 998 

23 Losses — United States 63 124 95 

24 — Provinces 

25 INDICATED PEAK (21+22-23-24) 62,417 81,224 82,963 82,330 88,620 91,057 93,233 

26 annual change 5.4% 3.3% 2.1% —0.8% 7.6% 2.7% 5.2% 

27 Curtailable load 6 1,276 eZee 2,563 3,041 3,053 3,080. 

28 RESERVE (15-25+27) 15,773 18,103 18,503 23,354 17,768 19,166 18,548 

29 percent of indicated capability 20.2% 18.5% 18.6% 22.6% 17.2% 17.9% 17.1% 

1982 1990 1991 1992 1993 1994 1995 
ENERGY GW.h 

30 Hydro 255,305 293,811 305,426 313,316 

31 Steam 81,813 100,740 102,805 110,660 

32 Nuclear GOALS SMOT,7On 80,123 76,019 

33 Internal combustion 993 907 839 766 

34 Combustion turbine 2520 3,180 305s 4,245 

35 Total 376,784 466,399 492,546 505,006 : 

36 Receipts — United States 2,847 17,781 6,093 6,476 1,011 838 826, 

37 — Provinces 

38 Deliveries — Firm — United States 5,829 7,005 8,787 12,167 Nome 16,001 14,805. 

39 — Firm — Provinces 

40 — Non-firm — United States 28,386 11,123 15,743 19,361 

41 — Non-firm — Provinces 

42 TotalAvailable (35+36+37-38-39-40-41) 373,802 477,175 489,852 499.315 

43 Non-—firm deliveries within province 4,438 455 ie 1,331 

44 Losses -— United States 638 940 1,618 

45 — Provinces 

46 FIRMENERGY AVAILABLE (42-43-44-45) 369,364 476,082 488,800 496,366 493,103 507,922 520, 04d 

47 annual change 8.1% 3.2% 2.7% 1.5% -0.7% 3.0% 2.6% | 
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PUISSANCE et L’APPEL MAXIMAL 1992 


Forecast — Prévision 


Annual Growth 
Augmentation annuel 
1992-93 1997-98 2002-03 


CANADA 
Winter — Hiver 
1996-97 1997-98 2002-03 


1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
64,009 64,671 69,026 Hydraulique 1 
— 25,791 25,896 24,891 Vapeur 2 
| 15,185 15,185 14,041 Nucléaire 3 
| 480 485 505 Combustion interne 4 
| 4,472 4,492 4,547 Turbine a combustion 5 
1,037 1,087 1,797 Non spécifié 6 
110,974 111,816 114,807 2.8% 1.6% 1.1% Total 7 
Contrats de réceptions de puissance réguliére: 
1,027 1,027 1,597 Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
1,144 1,144 1,163 Etats— Unis 10 
Provinces 4 
110,857 111,699 115,241 Total de puissance maximale net (7+8+9-10-11) 12 
| 53 53 44 Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
110,804 111,646 115,197 2.8% 1.6% 1.1% PUISSANCE MAXIMALE INDIQUEE = (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait ral 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
95,097 96,656 105,239 2.8% 3.3% 2.5% APPEL MAXIMAL INDIQUE (21 +22—23-24) 25 
2.0% 1.6% 2.0% changement annuel 26 
3,274 3,281 3,705 Puissance réductible 27 
18,981 18,271 13,663 RESERVE (15-25+27) 28 
17.1% 16.4% 11.9% pourcentage de puissance maximale indiquée 29 
1996 1997 2002 1992 1997 2002 
| 1982 1992 1992 : 
aW.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total : 35. 
961 976 888 Réceptions — Etats—Unis 36 
— Provinces 37 
13,706 14,193 10,238 Livraisons — Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
' Total disponible (35+36+37—38-—39-40-—41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
$31,241 541,425 574,700 3.0% 1.8% 1.5% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
2.0% 1.9% 1.2% changement annuel 47 
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12 CAPABILITY and LOAD 1992 
Actual — Réel Forecast—Prévision 
NEWFOUNDLAND (Island) 
Winter — Hiver 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-< 
CAPABILITY MW 
1 Hydro 912 1,149 loi 1,149 eon 1,154 1,9 
2 Steam 463 515 SiS 509 500 500 5 
3 Nuclear 
4 Internal Combustion 39 49 43 41 41 41 
5 Combustion Turbine 167 158 158 158 165 165 1 
6 Unspecified 
7 Total 1,581 1,871 1,867 1,857 1 857 1,860 1,8 
Contracts for receipts of firm power: 
s United States 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 
11 Provinces 
12 Total Net Capability (7+8+9-10-11) 1,581 Heol 1,867 1eOS7, oor, 1,860 1 8¢ 
13 Contracturallosses — United States 
14 — Provinces 
15 INDICATED CAPABILITY (12-13-14) 1,581 1,871 1,867 1,857 1,857 1,860 1,86 
PEAK LOAD 
16 Net power generation 1,484 1,473 1,467 
17 Receipts — United States 
18 — Provinces 
19 Deliveries — United States 
20 — Provinces 
21 Peak Met 1,137 1,484 1,473 1,467 
22 Load not met 
23 Losses — United States 
24 — Provinces 
25 INDICATED PEAK (21+22-23-24) TST 1,484 1,473 1,467 1,504 1,540 1,56 
26 annual change 16.7% 3.4% —0.7% —0.4% 2.5% 2.4% 3. 
27 Curtailable load 46 46 U 
28 RESERVE (15—25+27) 444 387 394 390 399 366 3¢ 
29 percent of indicated capability 28.1% 20.7% 21.1% 21.0% 21.5% 19.7% 18.7 
1982 1990 1991 1992 1993 1994 1995 
ENERGY GW.h 
30 Hydro 4,801 5,386 6,024 5,885 
31 Steam 1,146 1,865 1,458 1,707 
32 Nuclear 
33 Internal combustion 62 63 43 45 
34 Combustion turbine 8 5 3 -—2 
35 Total 6,017 7,319 7,528 7,635 
36 Receipts — United States 
37 — Provinces 
38 Deliveries — Firm — United States 
39 — Firm — Provinces 
40 — Non-firm — United States 
41 — Non-—firm — Provinces 
42 TotalAvailable (35+36+37-—38-39-40-41) 6,017 7,319 7,528 7,635 
43 Non-—firm deliveries within province OAT 
44 Losses -— United States 
- 45 — Provinces 
46 FIRM ENERGY AVAILABLE (42-—48-—44-45) 5,800 7,319 7,528 7,635 7,785 7,921 8,01 
47 annual change 3.9% 3.0% 2.9% 1.4% 2.0% 1.7% 1.2 


PUISSANCE et L’APPEL MAXIMAL 1992 13 
Forecast — Prévision 
Annual Growth TERRE—NEUVE (ile) 
Winter — Hiver Augmentation annue!l 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
me 1,158 1,208 1,239 Hydraulique 1 
| 500 500 500 Vapeur 2 
Nucléaire 3 
| 41 41 41 Combustion interne 4 
| 165 165 215 Turbine a combustion 5 
Non spécifié 6 
1,864 1,914 1,995 1.6% 0.6% 0.7% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats—Unis 8 
422 Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces rh 
1,864 1,914 2,417 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
1,864 1,914 2,417 1.6% 0.6% 2.7% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

_ Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Puissance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
1,574 1,607 1,840 2.6% 1.8% 2.3% APPEL MAXIMALINDIQUE  (21+22~23-24) 
0.8% 2.1% 3.2% changement annuel 
46 46 46 Puissance réductible 
336 353 623 RESERVE (15-25+27) 
18.0% 18.4% 25.8% pourcentage de puissance maximale indiquée 
1996 1997 2002 1992 1997 2002 
1982 1992 1992 ; 
GW.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
208 — Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible — (35+36+37-—38-—39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
8,058 8,158 8,877 2.8% 1.3% 1.5% ENERGIE GARANTIE DISPONIBLE (42—43-—44~-45) 
0.6% 1.2% 1.7% changement annuel 


46 
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14 CAPABILITY and LOAD 1992 


Actual — Réel 


NEWFOUNDLAND (Labrador) 


1982 

CAPABILITY MW 
1 Hydro 5,659 
2 Steam u 
3 Nuclear 
4 Internal Combustion 5 
5 Combustion Turbine 
6 Unspecified 
7 Total 5,671 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 


11 Provinces 4,296 

12. Total Net Capability (7+8+9-10-11) 1375 

13 Contractural losses — United States 

14 — Provinces 

is INDICATED CAPABILITY (12-13-14) thowo 
PEAK LOAD 


16 Net power generation 
17 Receipts — United States 


18 — Provinces 

19 Deliveries — United States 

20 — Provinces 

21. Peak Met 469 


22 Load not met 
23 Losses — United States 


Winter — Hiver 
1990-91 1991-92 1992-93 


a 


5,481 


4,256 
225 


79 
1,146 


5,582 


5,139 
443 


79 


364 
-3.1% 


782 
68.2% 


1990 


4,246 
1,237 


117 
1,120 


5,554 


5,073 
481 


ie 4 


364 
0.0% 


756 
67.5% 


1994 


359 
—1.4% 


845 
70.2% 


1992 


Forecast—Prévision 


1993-94 1994-95 1995-—¢ 


4,213 
1,299 


95 
1,204 


398 
10.9% 


806 
66.9% 


1993 


5,446 5,4¢ 
7 
32 x 
27 é 
5,512 5,58 
4,213 4,21 
1,299 1,28 
95 g 
1,204 1,20 
398 39 
0.0% 0.05 
806 80 
66.9% 66.95 
1994 1995 


oo a i 


24 — Provinces 

25 INDICATED PEAK  (21+22-23-24) 469 

26 annual change 37.9% 

27 Curtailable load 

28 RESERVE (15-25+27) 906 

29 percent of indicated capability 65.9% 

1982 

ENERGY GW.h 

30 Hydro 38,295 

31 Steam 

32 Nuclear 

33 Internal combustion 18 

34 Combustion turbine 

35 Total 38,313 

36 Receipts — United States 

37 — Provinces 

38 Deliveries — Firm — United States 

39 — Firm — Provinces 35,750 

40 — Non-firm — United States 

41 — Non-firm — Provinces 29 

42 TotalAvailable (35+36+37-—38-39-—40-41) 2,534 

43 Non-—firm deliveries within province 

44 Losses -— United States 

45 — Provinces 

46 FIRMENERGY AVAILABLE  (42-43-44-45) 2,534 

47 annual change —18.8% 
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29,208 


28 
29,236 


26,164 


3,072 © 


518 


2,554 
0.1% 


29,385 


30 


29,415 


26,367 


3,048 


525 


2,523 
—1h296 


28,989 


32 


29,021 


25,985 


3,036 


538 


2,498 
—1.0% 


31,700 


2,549 
2.0% 


31,200 31,206 


2,648 2,653 
3.9% 0.2% 


PUISSANCE et L’APPEL MAXIMAL 1992 15 
Forecast — Prévision 
Annual Growth TERRE—NEUVE (Labrador) 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
5,446 5,446 5,906 Hydraulique 1 
4 if 7 Vapeur 2 
Nucléaire 3 
32 32 32 Combustion interne 4 
27 27 27 Turbine a combustion 5 
Non spécifié 6 
Hote 5,02 5,972 —0.3% 0.0% 0.8% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
4,213 4,213 4,622 Provinces 14 
1,299 1,299 1,350 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
95 95 133 — Provinces 14 
1,204 1,204 1,217 —1.3% 0.0% 0.1% PUISSANCE MAXIMALE INDIQUEE = (12-13-14) 15 
L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

- Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
400 402 408 —2.6% 2.3% 1.3% APPEL MAXIMAL INDIQUE (21+22-23-24) 
0.5% 0.5% 0.4% changement annuel 
Puissance réductible 
804 802 809 RESERVE (15-25+27) 
66.8% 66.6% 66.5% pourcentage de puissance maximale indiquée 
1996 1997 2002 1992 1997 2002 
1982 1992 1992 
iW.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 


Combustion interne 
Turbine a combustion 


Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons -— Garantie — Etats—Unis 
31,200 31,200 32,200 — Garantie — Provinces 


— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (85+36+37—38-39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
| 2,658 2,662 2,696 —-0.1% 1.3% 0.8% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 
0.2% 0.2% 0.3% changement annuel 
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16 CAPABILITY and LOAD 1992 


Actual — Réel Forecast—Prévision 
NEWFOUNDLAND 
Winter — Hiver 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-9 


Sg RR EU meer aememmernre ee 


CAPABILITY MW 

1 Hydro 6,571 6,594 6,596 6,595 6,597 6,600 6,60 
2 Steam 470 522 522 516 507 507 50 
3 Nuclear 

4 Internal Combustion 44 78 74 73 AE: 73 7 
5 Combustion Turbine 167 158 158 185 192 192 19 
6 Unspecified 

7 Total 7,252 7,352 7,350 7,369 7,369 Waste 73a 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
Contracts for deliveries of firm power: 
10. United States | 
11. Provinces 4,296 4,256 4,246 4,213 4,213 4,213 4,21 


12 Total Net Capability (7+8+9-10-11) 2,956 3,096 3,104 3,156 3,156 3,159 3,16 

13 Contractural losses — United States 

14 — Provinces 79 117 95 95 95 9 

15 INDICATED CAPABILITY (12-13-14) 2,956 3,017 2,987 3,061 3,061 3,064 3,06 
PEAK LOAD 

16 Net power generation 7,066 7,027 7,016 

17 Receipts — United States 

18 — Provinces 

19 Deliveries — United States 

20 — Provinces 5,139 5073 5,073 

21 Peak Met 1,606 1927 1,954 1,943 


22 Load not met 
23 Losses — United States 


24 — Provinces 79 117 117 
25 INDICATED PEAK  (21+22-23-24) 1,606 1,848 1,837 1,826 1,902 1,938 1,95) 
26 annual change 22.2% 1.8% —0.6% —0.6% 4.2% 1.9% 3.0% 
27 Curtailable load 46 46 4 
28 RESERVE (15-25+27) 1,350 1,169 1,150 1,235 e205 1,172 1,15: 
29 percent of indicated capability 45.7% 38.7% 38.5% 40.3% 39.4% 38.3% 37.65 
1982 1990 1991 1992 1993 1994 1995 
a  — — —i I ee 
ENERGY GW.h . 
30 Hydro 43,096 34,594 35,409 34,874 
31 Steam 1,146 1,865 1,458 1,707 
32 Nuclear 
33 Internal combustion 80 91 73 Way 
34 Combustion turbine 8 5 S -2 
35 Total 44,330 36,555 36,943 36,656 
36 Receipts — United States 
37 — Provinces 
38 Deliveries — Firm — United States ( 
39 — Firm — Provinces 35,750 26,164 26,367 25,985 31,700 31,200 31,20( 
40 — Non-—firm — United States | 
44 — Non-firm — Provinces 29 
42 TotalAvailable (85+36+37-—38-39-40-41) 8,551 10,391 10,576 10,671 
43 Non-—firm deliveries within province “a4 WA | 
44 Losses -— United States 
45 — Provinces 518 525 538 | 
46 FIRMENERGY AVAILABLE  (42-43-44-45) 8,334 9,873 10,051 10,133 10,334 10,569 10,666 
47 annual change -4.2% 2.1% 1.8% 0.8% 2.0% 2.3% 0.99 
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PUISSANCE et L’APPEL MAXIMAL 1992 


Forecast — Prévision 


Annual Growth TERRE —NEUVE 
Winter — Hiver Augmentation annuel 


1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 


j 
i 


4,213 
3,163 


95 
3,068 


1,974 
0.8% 


46 


1,140 
37.2% 


— 1996 


aW.h 


31,200 


10,716 


| 
) 


0.5% 


1982 1992-93 1992-93 
PUISSANCE MAXIMALE 


6,654 7,145 Hydraulique 
507 507 Vapeur 
Nucléaire 
73 74e) Combustion interne 
192 242 Turbine a combustion 
Non spécifié 
7,426 7,967 0.2% 0.2% 0.8% Total 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 
Provinces 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 
4,213 4,200 Provinces 
3,213 3,767 Total de puissance maximale net (7+8+9-10-11) 
Pertes contractuelles — Etats—Unis 
95 133 — Provinces 
3,118 3,634 0.3% 0.4% 1.7% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

= Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Puissance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
2,009 2,248 1.3% 1.9% 2.1% APPEL MAXIMAL INDIQUE (21 +22—23-24) 
1.8% 2.6% changement annuel 
46 46 Puissance réductible 
1,155 1,432 RESERVE (15-25+27) 
37.0% 39.4% pourcentage de puissance maximale indiquée 
1997 2002 1992 1997 2002 
1982 1992 1992 ; 

ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 


Combustion interne 
Turbine a combustion 


Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
31,200 32,200 — Garantie — Provinces 


— Non garantie — Etats—Unis 

— Non garantie — Provinces 
Total disponible (385+36+37-38-—39-40-41) 
Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


10,820 11573 2.0% 1.3% 1.3% ENERGIE GARANTIE DISPONIBLE (42—43-44-—45) 
1.0% 1.4% changement annuel 
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18 CAPABILITY and LOAD 1992 


Actual — Réel Forecast—Prévision 
PRINCE EDWARD ISLAND 


Winter — Hiver 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-<¢ 


SS 


CAPABILITY MW 
1 Hydro 
2 Steam 68 65 65 65 65 65 € 
3 Nuclear 
4 Internal Combustion 6 10 10 10 10 10 1 
5 Combustion Turbine 39 39 39 39 39 39 « 
6 Unspecified 
7 Total 1s 114 114 114 114 114 ai 


Contracts for receipts of firm power: 

gs United States 

9 Provinces 18 45 45 45 45 45 4 
Contracts for deliveries of firm power: 


10 United States 
11 Provinces 


12 Total Net Capability (7+8+9-10-11) 131 159 159 159 159 159 18 

13 Contractural losses — United States 

14 — Provinces 

15 INDICATED CAPABILITY (12-13-14) 131 159 159 159 159 159 15 
PEAK LOAD 

16 Net power generation 30 29 17 

17 Receipts — United States 

18 — Provinces 105 108 121 

19 Deliveries — United States 

20 — Provinces 

21 Peak Met 100 135 137 138 


22 Load not met 
23 Losses — United States 


24 — Provinces 

25 INDICATED PEAK (21+22-23-24) 100 135 137 138 138 141 14 
26 annual change 5.3% 3.8% 1.5% 0.7% 0.0% 2.2% 4.35 
27 Curtailable load 6 6 8 9 11 11 1 
28 RESERVE (15-25+27) S77 30 30 30 32 29 2 
29 percent of indicated Capability 28.2% 18.9% 18.9% 18.9% 20.1% 18.2% 16.49 


1982 1990 1991 1992 1993 1994 1995 


ENERGY GW.h i 


30 Hydro 

31 Steam 35 War. 68 34 

32 Nuclear 

33 Internal combustion 4 3 

34 Combustion turbine 

35 Total 35 81 71 34 

36 Receipts — United States 

37 — Provinces 477 672 690 738 400 400 400 
38 Deliveries — Firm — United States 

39 — Firm — Provinces 

40 — Non-firm — United States 

41 — Non-firm — Provinces 

42 TotalAvailable (35+36+37—38-39-40-41) SW yr4 753 761 772 

4s Non-—firm deliveries within province 

44 Losses — United States 

45 — Provinces | 
46 FIRMENERGY AVAILABLE (42-43-44-45) S12 The 761 Wie. TEE 794 812 
47 annual change 0.2% 4.9% 1.1% 1.4% 0.6% 2.2% 2.3% 
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PUISSANCE et L’APPEL MAXIMAL 1992 19 
Forecast — Prévision 
| Annual Growth iLE-DU—PRINCE—EDOUARD 
Winter — Hiver Augmentation annuel 
1996-07 1997-98 2002-03 1992-93 1997-98 2002-03 
| 1982 1992-93 1992-93 
aw PUISSANCE MAXIMALE 
| Hydraulique 1 
65 65 65 Vapeur 2 
Nucléaire 3 
10 10 10 Combustion interne 4 
63 63 63 Turbine a combustion 5 
| Non spécifié 6 
138 138 138 0.1% 3.9% 1.9% Total 7 
Contrats de réceptions de puissance réguliére: 
| Etats— Unis 8 
25 25 45 Provinces 9 
. Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 11 
163 163 183 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
163 163 183 2.0% 0.5% 1.4% PUISSANCE MAXIMALE INDIQUEE = (12-13-14) 15 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

- Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes ~ Etats—Unis 
— Provinces 
: 146 150 168 3.3% 1.7% 2.0% APPEL MAXIMALINDIQUE (21+22-23-24) 
1.4% 2.7% 2.8% changement annuel 
11 11 11 Puissance réductible 
28. 24 26 RESERVE (15-25+27) 
i 617.2% 14.7% 14.2% pourcentage de puissance maximale indiquée 
1996 1997 2002 1992 1997 2002 
| 1981 1991 1991 
iW.h ENERGIE 
Hydraulique 
Vapeur 
Nucleaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
220 220 400 — Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (65+36+37—38-—39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
. — Provinces 
| 830 851 973 4.2% 2.0% 2.3% ENERGIE GARANTIE DISPONIBLE (42—43-44~-45) 
| 2.2% 2.5% 2.7% changement annuel 
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CAPABILITY and LOAD 1992 


Actual — Réel 


Forecast—Prévision 


1993-94 1994—95 1995—9¢ 


NOVA SCOTIA 
Winter — Hiver 
1982 1990-91 1991-92 1992-93 
CAPABILITY MW 
Hydro 376 397 397 
Steam 1,097 1,458 1,618 
Nuclear 
Internal Combustion 
Combustion Turbine 205 222 222 
Unspecified 
Total 1,678 2,077 PP / 
Contracts for receipts of firm power: 
United States 
Provinces 
Contracts for deliveries of firm power: 
United States 
Provinces 
Total Net Capability (7+8+9-10-11) 1,678 2,077 2,207 
Contractural losses — United States 
— Provinces 
INDICATED CAPABILITY (12-13-14) 1,678 2,077 PPI 
PEAK LOAD 
Net power generation 1,827 1,750 
Receipts — United States 
— Provinces 56 
Deliveries — United States 
— Provinces 2 
Peak Met 1,244 1,825 1,806 
Load not met 
Losses — United States 
— Provinces 
INDICATED PEAK = (21+22-23-24) 1,244 1,825 1,806 
annual change 3.8% 4.9% —1.0% 
Curtailable load 155 121 
RESERVE (15—25+27) 434 407 Sod 
percent of indicated capability 25.9% 19.6% 24.7% 
1982 1990 1991 
ENERGY GW.h 
Hydro 1,025 1,150 te Oval 
Steam 5,542 8,261 8,312 
Nuclear 
Internal combustion 
Combustion turbine 1 19 11 
Total 6,568 9,430 9,394 
Receipts — United States 
— Provinces 109 365 444 
Deliveries — Firm — United States 
— Firm — Provinces 26 
— Non-firm — United States 
— Non-—firm — Provinces 116 62 
Total Available (85+36+37-—38-39-40-41) 6,651 9,679 9,776 
Non-firm deliveries within province eer 
Losses -— United States 
— Provinces 
FIRM ENERGY AVAILABLE (42-43-4445) 6,424 9,679 9,776 
annual change -—1.9% 5.38% 1.0% 
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397 399 400 40; 
1,618 1,781 1,784 1,83 
4 é 
229 226 226 22 
2,237 2,406 2.414 2,456 
2 237 2,406 2.414 2,45¢ 
2,237 2,406 2,414 2,456 
1,822 
1 
1,821 
1,821 1,871 1,903 1,942 
0.8% 2.7% 1.7% 3.8% 
155 165 167 172 
571 700 678 689 
25.5% 29.1% 28.1% 28.0% 
1992 1993 41994 1995 
904 
8,811 
5 
9 
9,729 
258 
4 
63 
9,920 
9,920 10,003 10,262 10,496 
1.5% 0.8% 2.6% 2.3% 


| PUISSANCE et L’APPEL MAXIMAL 1992 21 
| 
| Forecast — Prévision 
| Annual Growth NOUVELLE ECOSSE 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
| 1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
{ 402 402 402 Hydraulique 1 
a 1,827 1,827 Wo27, Vapeur 2 
Nucléaire 3 
4 4 4 Combustion interne 4 
226 226 226 Turbine a combustion 5 
Non spécifié 6 
2,459 2,459 2,459 2.9% 1.9% 1.0% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 11 
2,459 2,459 2,459 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
_ 2,459 2,459 2,459 2.9% 1.9% 1.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Puissance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
1,974 2,002 2,130 3.9% 1.9% 1.6% APPEL MAXIMALINDIQUE (21 +22-—23-24) 25 
1.6% 1.4% 1.5% changement annuel 26 
j 175 179 214 Puissance réductible 27 
660 636 543 RESERVE (15-25+27) 28 
» 26.8% 25.9% 22.1% pourcentage de puissance maximale indiquée 29 
~ 1996 1997 2002 1992 1997 2002 
1982 1992 1992 


iW.h 


10,849 1.8% 1.7% 


1.6% 


11,709 
1.5% 


; 10,675 4.4% 


1.7% 


ENERGIE 


Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 


Total disponible (85+36+37-—38-39-40-41) 


Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE 


changement annuel 
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_ NEW BRUNSWICK 


CAPABILITY 
Hydro 
Steam 
Nuclear 
Internal Combustion 
Combustion Turbine 
Unspecified 
Total 
Contracts for receipts of firm power: 
United States 
Provinces 
Contracts for deliveries of firm power: 
United States 
Provinces 
Total Net Capability (7+8+9-10-11) 


— United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 


PEAK LOAD 


Net power generation 

Receipts — United States 
— Provinces 

Deliveries — United States 
— Provinces 

Peak Met 

Load not met 

Losses — United States 

— Provinces 


Contractural losses 


INDICATED PEAK 
annual change 


Curtailable load 


RESERVE (15-25+27) 
percent of indicated capability 


(21+22-23-24) 


ENERGY 


Hydro 

Steam 

Nuclear 

internal combustion 
Combustion turbine 


Total 
Receipts -— United States 
— Provinces 
Deliveries — Firm — United States 


— Firm — Provinces 

— Non-firm — United States 

— Non-firm — Provinces 
Total Available (35+36+37-38-39-—40-41) 


Non-—firm deliveries within province 
Losses -- United States 
— Provinces 


FIRM ENERGY AVAILABLE 


annual change 


(42-43-44—45) 


CAPABILITY and LOAD 1992 


Actua! — Réel 


Winter — Hiver 


1982 1990-91 1991-92 1992-93 
MW 
916 934 934 934 
1,764 1,430 1,811 1,556 
635 640 640 
5 4 8 8 
27 48 549 554 
5 10 
2,712 3,051 3,947 3,702 
2 2 2 
150 100 100 
232 307 183 183 
18 25 445 445 
2,462 2.871 3,421 3,176 
2 6 20 
21 5 
2,462 2,869 3,394 3,151 
2,719 3,320 2,608 
413 88 380 
436 151 182 
64 475 95 
1,664 2,632 2,782 2,711 
1 1 2 
4 4 { 
1,664 2,627 DF77 2,708 
—3.3% 5.9% 5.7% —2.5% 
21 32 49 
798 263 649 492 
32.4% 9.2% 19.1% 15.6% 
1982 1990 1991 1992 
GW.h 
2,645 3,483 2,970 3,011 
5,536 7,842 7,284 8,142 
254 4,338 5,440 4,833 
2 67 21 
8,435 15,665 15,761 16,007 
71 162 79 117 
3,748 2,775 3,433 3,164 
HO11 4° 2.397. 2,238 1,247 
148 258 369 462 
2,018 1,878 853 528 
547 —- 1,896 2,173 3,132 
8,530 12,173 13,640 13,919 
79 54 111 
79 88 24 
8,580 12,015 13498 13,784 
—3.6% 4.4% 12.3% 2.1% 
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Forecast—Prévision 


1993-94 1994-95 1995-—¢ 


934 934 
2,241 2,234 
640 640 

8 8 

554 554 
10 10 
4,387 4,380 
2 2 

164 115 
445 445 
3,780 3,822 
20 20 

5 5 


2,822 2,874 
4.2% 1.8% 
49 49 
982 972 
26.2% 25.6% 
1993 1994 
600 
1,283 915 
440 440 
13,875 14,169 


0.7% 2.1% 


24.3 
1995 


87 
44 


14,48 
2.2% 


Forecast — Prévision 


Winter — Hiver 


1996-97 1997-98 2002-03 


im 872 
; 260 


PUISSANCE et L’APPEL MAXIMAL 1992 23 
Annual Growth NOUVEAU BRUNSWICK 
Augmentation annuel 
1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
PUISSANCE MAXIMALE 
934 934 Hydraulique 1 
2,234 2,170 Vapeur 2 
640 640 Nucléaire 3 
8 8 Combustion interne 4 
554 554 Turbine a combustion 5 
60 60 Non spécifié 6 
4,430 4,366 3.2% 3.7% 1.7% Total 7 
Contrats de réceptions de puissance réguliére: 
2 2 Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
97 97 Etats— Unis 10 
425 245 Provinces oh 
3,910 4,026 Total de puissance maximale net (7+8+9-10-11) 12 
20 10 Pertes contractuelles — Etats—Unis 13 
5 5 — Provinces 14 
3,885 4,011 25% 4.3% 2.4% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appe! maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
3,088 3,357 5.0% 2.7% 2.2% APPEL MAXIMAL INDIQUE (21+22-23-24) 25 
2.3% 2.1% changement annuel 26 
49 49 Puissance réductible 27 
846 703 RESERVE (15—25+27) 28 
21.8% 17.5% pourcentage de puissance maximale indiquée 29 
1997 2002 1992 1997 2002 
1982 1992 1992 ; 
ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
— Provinces 37 
872 872 Livraisons — Garantie — Etats—Unis 38 
260 440 — Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
‘Total disponible (35+36+37—38-39-40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
15,249 16,617 4.9% 2.0% 1.9% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
2.5% 1.7% changement annuel 47 
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24 CAPABILITY and LOAD 1992 
Actual — Réel Forecast—Prévision 
QUEBEC 
Winter — Hiver 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-: 
CAPABILITY MW ! 
1 Hydro 19,386 25,978 26,373 28,157 28,955 30,254 30,8 
2 Steam 27, 625 500 625 625 625 6) 
3 Nuclear 670 675 675 675 6 
4 Internal Combustion 90 60 60 55 56 Sy | 
5 Combustion Turbine 170 462 362 657 852 852 8! 
6 Unspecified 24 52 70 1 
7 Total 19,723 27,795 27,295 30,193 SikenS BSIOSS 33,2: 
Coniracts for receipts of firm power: | 
s United States 1 400 400 475 475 475 . 
9 Provinces 4,296 4,257 5,526 5,500 5,139 5,129 5,1] 
Contracts for deliveries of firm power: 
10 United States 42 257 247 276 276 276 3} 
11 Provinces 60 181 172 156 56 56 ! 
12 Total Net Capability (7+8+9-10-11) 23,918 32,014 32,802 35,736 36,497 37,805 38,44 
13 Contractural losses -— United States Wi 8 15 15 15 | 
14 — Provinces lit 6 9 3 3 | 
15 INDICATED CAPABILITY (12-13-14) 23,918 31,986 32,788 35,712 36,479 SANOL 38,44 
PEAK LOAD | 
16 Net power generation 23,480 24,257 25,747 | 
17 Receipts — United States 600 756 75 | 
18 — Provinces 5,128 5,526 5,085 
19 Deliveries — United States 236 247 276 
20 — Provinces 183 172 154 
21 Peak Met 21,143 28,789 30,120 30,477 
22 Load not met 531 497 998 
23 Losses — United States 15 8 18 
24 — Provinces 12 6 10 
25 INDICATED PEAK  (21+22—23-24) 21,674 29,259 31,104 30,449 33,138 34,208 34,98 
26 annual change 3.5% 3.8% 6.3% -2.1% 8.8% 3.2% 5.4 
27 Curtailable load 364 1,000 1,410 1,580 1,580 1,58 
28 RESERVE (15-25+27) 2,244 3,091 2,684 6,673 4,921 5,159 5,06 
29 percent of indicated capability 9.4% 9.7% 8.2% 18.7% 13.5% 13.7% 13.2 
1982 1990 1991 1992 1993 1994 4995 
ENERGY GW.h | 
30 Hydro 99,810 129,939 138,550 141,983 
31 Steam 23 1,638 291 897 
32 Nuclear 4,070 3,910 4,600 
33 Internal combustion 207 EXC / 238 252 
34 Combustion turbine —4 (2 3 6 
35 Total 100,036 135,882 142,992 147,738 
36 Receipts — United States if 1,188 730 1,388 500 500 40 
37 — Provinces 35/836) 27,7116 27,874 28,732 32,900 32,000 31,90 
38 Deliveries — Firm — United States 3,069 2,990 4,405 mode 8,100 8,100 8,40 
39 — Firm — Provinces 2,724 3,687 3,914 3,491 1,100 500 50 
40 — Non-—firm — United States 5,462 413 i552 1,844 | 
44 — Non-firm — Provinces 6,659 23 195 261 
42 TotalAvailable (35+36+37-38-39-40-41) 117,965 157,675 161,530 165,250 
43 Non-—firm deliveries within province 3,965 440 
44 Losses -— United States 181 269 500 
45 — Provinces 144 172 190 
46 FIRMENERGY AVAILABLE (42-43-44-45) 114,000 157,350 161,089 164,120 172,000 177,900 182,90 
47 annual change SBM 4.1% 2.4% 1.9% 4.8% 3.4% 2.8 
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Forecast — Prévision 


Winter — Hiver 


1996-97 1997-98 2002-03 


38,751 


- 35,768 
2.4% 


1,750 


4,733 
12.2% 


1996 


| 


iW.h 


| 


300 


8,400 
| 500 


186,000 
i 1.7% 


31,195 
625 
675 

59 

852 
760 
34,166 


425 
4,573 


344 
56 


38,764 


19 
3 


38,742 


36,448 
1.9% 


1,750 


4,044 
10.4% 


1997 


200 
31,900 


9,200 
500 


191,900 
3.2% 


PUISSANCE et L’APPEL MAXIMAL 1992 25 
Annual Growth QUEBEC 
Augmentation annuel 
1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
PUISSANCE MAXIMALE 
34,248 Hydraulique 1 
625 Vapeur 2 
675 Nucléaire 3 
62 Combustion interne 4 
852 Turbine a combustion 5 
760 Non spécifié 6 
37,222 4.4% 2.5% 2.1% Total 7 
Contrats de réceptions de puissance réguliére: 
425 Etats— Unis 8 
4,323 Provinces ; 9 
Contrats de livraisons de puissance réguliére: 
362 Etats— Unis 10 
Provinces rh 
41,608 Total de puissance maximale net (7+8+9-10-11) 12 
20 Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
41,588 4.1% 1.6% 1.5% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Receptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Puissance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
39,038 3.5% 3.7% 2.5% APPEL MAXIMAL INDIQUE (21 +22—23-24) 25 
1.8% changement annuel 26 
1,750 Puissance réductible 27 
4,300 RESERVE (15-25+27) 28 
10.3% pourcentage de puissance maximale indiquée 29. 
2002 1992 1997 2002 
1982 1992 1992 
ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
200 Réceptions — Etats—Unis 36 
31,300 — Provinces 37 
5,300 Livraisons — Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 44 
Total disponible (85+36+37-—38-39- 40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
203,800 3.7% 3.2% 2.2% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
1.2% changement annuel 47 
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26 CAPABILITY and LOAD 1992 


Actual — Réel 


ONTARIO 


a ee eee eae 


1982 
CAPABILITY MW 

1 Hydro 7,041 
2 Steam 10,087 
3 Nuclear 5,248 
4 Internal Combustion 8 
5 Combustion Turbine 494 
6 Unspecified 

7 Total 22,878 


Contracts for receipts of firm power: 

8s United States 

9 Provinces 59 
Contracts for deliveries of firm power: 


10 United States 
11 Provinces 


12 TotalNet Capability (7+8+9-10-11) 22,937 

13 Contractural losses — United States 

14 — Provinces 

15 INDICATED CAPABILITY (12-13-14) 22,937 
PEAK LOAD 


16 Net power generation 
17 Receipts — United States 


18 — Provinces 

19 Deliveries — United States 

20 — Provinces 

21 Peak Met 18,820 


22 Load not met 
23 Losses — United States 


Winter — Hiver 
1990-91 1991-92 1992-93 


7,133 
11,888 
11,770 

10 
420 


31,221 


200 


49 


31,402 


31,402 


22,636 


984 
234 


102 
23,752 


23,752 
3.0% 


330 


7,980 
25.4% 


1990 


Forecast—Prévision 


7,179 7,233 
11,649 11,262 
12502 12,402 

10 10 
420 998 
31,760 31,905 
255 330 
12 
31,903 32,235 
31,903 32,235 
24,267 23,089 
280 64 
300 291 
751 414 
3 
24,096 23,027 
24,096 23,027 
1.4% -4.4% 
268 373 

8,075 9,581 

25.3% 29.7% 
1991 1992 


1993-94 1994-95 1995- 


7,230 
9,907 
12,143 
10 

968 


30,258 


55 


30,313 


30,313 


24,990 
8.5% 


384 


5,707 
18.8% 


1993 


Ss 


32,287 


32,287 


25,528 
2.2% 


394 


7,153 
22.2% 


1994 


6,7 
20.\ 


1998 


| 


24 — Provinces 
25 INDICATED PEAK (21+22-23-24) 18,820 
26 annual change 3.6% 
27 Curtailable load 
28 RESERVE (15-25+27) 4,117 
29 percent of indicated capability 17.9% 
1982 
ENERGY GW.h 
30 Hydro 37,611 
31 Steam 35,881 
32. Nuclear 35,899 
33 Internal combustion 2 
34 Combustion turbine 1,046 
35 Total 110,439 
36 Receipts — United States 404 
37 — Provinces 6,835 
38 Deliveries — Firm — United States 1,201 
39 — Firm — Provinces 
40 — Non—firm — United States 9,967 
41 — Non-—firm — Provinces 60 
42 TotalAvailable (35+36+37-—38-39-40-41) 106,450 
43 Non-—firm deliveries within province 14 
44 Losses — United States 
45 — Provinces 
46 FIRMENERGY AVAILABLE (42-43-44-45) 106,436 
47 annual change —1.1% 
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40,561 
28,952 
59,353 
1 

903 
129,770 


13,339 
2,362 
229 
ada 
1,821 
118 


143,302 


143,302 
3.8% 


37,781 
32,423 
70,773 
Ps 

1,001 
141,980 


3,684 
2,257 


233 


4,538 
150 


143,000 


143,000 
—0.2% 


40,146 
31,958 
66,586 
2 

1,703 
140,395 


4,166 
2,390 


264 
5,039 
333 
141,315 


141,315 
= keve 


250 
1,311 


250 
982 


at 
9 


144,724 148,624 152,5( 


2.4% 


2.7% 


2.€ 


PUISSANCE et L’APPEL MAXIMAL 1992 Pet 


Forecast — Prévision 
| Annual! Growth ONTARIO 
Winter — Hiver Augmentation annuel 

1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 

| 1982 1992-93 1992-93 


MW PUISSANCE MAXIMALE 


7,386 7,428 7,593 Hydraulique 1 
10,418 10,468 9,805 Vapeur 2 
13,870 13,870 12,726 Nucléaire 3 

10 10 10 Combustion interne 4 
WATE igron 1,857 Turbine a combustion 5 
Non spécifié 6 
33,421 33,533 31,991 3.4% 1.0% 0.0% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
55 55 200 Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 14 
33,476 33,588 32,191 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
33,476 33,588 32,191 3.5% 0.8% —0.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 24 
Pulssance non satisfaite 22 
Pertes — Etats— Unis 23 
— Provinces 24 
26,715 27,095 30,170 2.0% 3.3% 2.7% APPEL MAXIMAL INDIQUE (21+22—23-24) 25 
1.9% 1.4% 2.5% changement annuel 26 
411 411 769 Puissance réductible 27 
7 A172 6,904 2,790 RESERVE (15-25+27) 28 
| 21.4% 20.6% 8.7% pourcentage de puissance maximale indiquée 29 
1996 1997 2002 1992 1997 2002 
1982 1992 1992 ; 
Wh ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
250 250 250 Réceptions — Etats—Unis 36 
982 982 1,400 — Provinces 37 
Livraisons — Garantie — Etats—Unis 38 
— Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 44 
Total disponible (35+36+37-—38-39-40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
156,545 158,418 165,226 2.9% 2.3% 1.6% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
2.7% 1.2% 0.8% changement annuel 47 


STATISTIQUE CANADA — Catalogue 57—204 


28 CAPABILITY and LOAD 1992 
Actual — Réel Forecast—Prévision | 
MANITOBA 
Winter — Hiver | 
1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-9 
| 
CAPABILITY MW | 
1 Hydro 3,620 4,017 4,546 4,676 4,943 4,943 4,94 
2 Steam 416 254 223 316 347 347 34 
3 Nuclear 
4 Internal Combustion 31 14 16 17 W7/ 14 1 
5 Combustion Turbine 24 ; | 
6 Unspecified 
7 Total 4,091 4,285 4,785 5,009 5,307 5,307 5,3C 
Contracts for receipts of firm power: 
8 United States 300 300 300 300 30 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 10 375 150 500 500 50 
11 Provinces 165 200 242 200 ) 
12. Total Net Capability (7+8+9-10-11) 4,216 4,385 4,468 4,959 4,807 4,807 5,10 
13 Contractural losses — United States | 
14 — Provinces 
15 INDICATED CAPABILITY (12-13-14) 4,216 4,385 4,468 4,959 4,807 4,807 5,10 
PEAK LOAD 
16 Net power generation 3,971 4,280 4,413 
17 Receipts — United States 
18 — Provinces 153 eZ 129 
19 Deliveries — United States 209 522 678 
20 — Provinces 356 407 STL 
21 Peak Met 2,743 3,559 3,483 3,487 
22 Load not met 
23 Losses — United States 15 48 SS | 
24 — Provinces 20 37 31 | 
25 INDICATED PEAK (21+22-23-24) 2,743 3,524 3,398 3,401 S22 3,812 3,89) 
26 annual change 6.7% 3.2% —3.6% 0.1% 9.4% 2.4% 2.39 
27 Curtailable load | 
28 RESERVE (15-25+27) 1,473 861 1,070 1,558 1,085 995 1,208 
29 percent of indicated capability 34.9% 19.6% 23.9% 31.4% 22.6% 20.7% 23.79 
1982 1990 1991 1992 1993 1994 1995 
ENERGY GW.h 
30 Hydro 20,495 19,827 22,543 26,433 
31 Steam 233 388 300 315 
32 Nuclear 
33 Internal combustion 52 27 28 34 
34 Combustion turbine 
35 Total 20,780 20,242 22,871 26,782 
36 Receipts — United States 214 991 289 11 173 8 
37 — Provinces 1,088 1,089 975 1,135 
38 Deliveries — Firm — United States 501 262 812 Up lkers: 3,898 4,546 3,924 
39 — Firm — Provinces 816 1,066 1,209 1,619 329 
40 — Non-—firm — United States 4,754 1,788 2,675 Sl 
a) — Non—-firm — Provinces 1,644 1,686 1,426 1,697 
42 TotalAvailable (35+36+37-38-39-40-41) 14,367 17,520 18,013 18,362 
43 Non-—firm deliveries within province 15 
44 Losses -— United States 130 299 572 
45 — Provinces 139 153 276 
46 FIRMENERGY AVAILABLE (42-43-44-45) 14,352 17,251 17,561 17,514 18,397 18,696 19,046 
47 annual change 5.2% 2.3% 1.8% —0.3% 5.0% 1.6% 


1 9% 
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PUISSANCE et L’APPEL MAXIMAL 1992 29 
Forecast — Prévision 
| Annual Growth MANITOBA 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
64,943 4,943 4,943 Hydraulique 1 
| 223 223 223 Vapeur 2 
Nucléaire 3 
1% 17 17 Combustion interne 4 
Turbine a combustion 5 
Non spécifié 6 
5,183 5,183 5,183 2.0% 0.7% 0.3% Total 7 
Contrats de réceptions de puissance réguliére: 
500 500 500 Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
500 500 500 Etats— Unis 10 
200 Provinces 11 
5,183 5,183 4,983 Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
5,183 5,183 4,983 1.6% 0.9% 0.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 24 
Puissance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
| 3,983 4,085 4,463 2.2% 3.7% 2.8% APPEL MAXIMAL INDIQUE  (21+22-23-24) 25 
| 2.2% 2.6% 2.3% changement annuel 26 
Puissance réductible 27 
fm 1,200 1,098 520 RESERVE (15-25+27) 28 
) 23.2% 21.2% 10.4% pourcentage de puissance maximale indiquée 29 
1996 1997 2002 1992 1997 2002 
1982 1992 1992 
_.\5sy Lanne can URE” “eee eeme rine ene eee ee 
iW.h ENERGIE 
Hydraulique 30 
Vapeur 31 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
323 438 438 Réceptions — Etats—Unis 36 
— Provinces 37 
4,008 3,694 3,724 Livraisons — Garantie — Etats—Unis 38 
1,401 — Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
Total disponible - (35+36+37—38-—39-40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
19,545 20,000 22,036 2.0% 2.7% 2.3% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
2.6% 2.38% 2.0% changement annuel 47 
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SASKATCHEWAN 


annual change 


CAPABILITY and LOAD 1992 


Actual — Réel 


1982 


CAPABILITY MW 
Hydro 589 
Steam 1,558 
Nuclear 
Internal Combustion 18 
Combustion Turbine 115 
Unspecified 
Total 2,280 
Contracts for receipts of firm power: 

United States 
Provinces 15 
Contracts for deliveries of firm power: 
_ United States 
Provinces 3 
Total Net Capability (7+8+9-10-11) 2,292 
Contractural losses — United States 
— Provinces 
INDICATED CAPABILITY (12-13-14) 2,292 

PEAK LOAD 
Net power generation 
Receipts — United States 

— Provinces 
Deliveries — United States 
— Provinces 
Peak Met 1,947 
Load not met 108 
Losses — United States 
— Provinces 
INDICATED PEAK = (21+22-23-24) 2,055 
annual change 17.6% 
Curtailable load 
RESERVE (15-25+27) 237 
percent of indicated capability 10.3% 
1982 
ENERGY GW.h 
Hydro 2,360 
Steam 7,411 
Nuclear 
Internal combustion 14 
Combustion turbine 61 
Total 9,846 
Receipts — United States 31 
— Provinces 1,488 
Deliveries — Firm — United States Se) 
— Firm — Provinces 45 
— Non-firm — United States 27 
— Non-—firm — Provinces 1,024 
Total Available (35+36+37 —38-39-—40-41) 10,236 
Non—firm deliveries within province 
Losses -— United States 
— Provinces 
FIRM ENERGY AVAILABLE (42—43—44-45) 10,236 


3.1% 


Winter — Hiver 
1990-91 1991-92 1992-93 


2,356 
1.7% 


148 


647 
22.7% 


1990 


4,215 
9,275 


3 
WG 
13,570 


107 
1,180 


7 
1122 
1,074 


13,654 


13,654 
3.7% 


847 
1,641 


3 
136 


2,627 


150 
157 


2,234 
—5.2% 


699 
23.8% 


1994 


4,214 
9,325 


3 
57 
13,599 


120 
1,269 


5 


139 
930 


13,914 


13,914 
1.9% 
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2,455 
9.9% 


576 
19.0% 
1992 


3,059 
10,933 


144 
14,136 


100 
1,603 


3 
138 
1,076 


14,622 


14,622 
5.1% 


Forecast—Prévision 


1993-94 1994-95 1995-9 


ae a ee 


2,608 
6.2% 


483 
15.6% 


1993 


15,179 
3.8% 


2,623 
0.6% 


343 
11.6% 


1994 


15,424 
1.6% 


2,648 
1.6% 


332 
11.1% 


1995 


15,494 
0.5% 


| PUISSANCE eit L’APPEL MAXIMAL 1992 31 
| 
‘ 
Forecast — Prévision 
| Annual Growth SASKATCHEWAN 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-038 1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
Vw PUISSANCE MAXIMALE 
847 847 847 Hydraulique 1 
1,850 1,850 1,850 Vapeur 2 
Nucléaire 3 
2 2 2 Combustion interne 4 
136 136 136 Turbine a combustion 5 
40 40 100 Non spécifié 6 
2,875 2,875 2,935 2.0% 0.7% 0.6% Total 4 

Contrats de réceptions de puissance réguliére: 

: 100 100 Etats— Unis 8 
132 132 132 Provinces 9 

Contrats de livraisons de puissance réguliére: 

Etats— Unis 10 
| 126 126 126 Provinces of 
2,981 2,981 2,941 Total de puissance maximale net (7+8+9-10-11) 12 

Pertes contractuelles — Etats—Unis 13 

— Provinces 14 
i 2,981 2,981 2,941 2.8% —0.3% —0.3% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 

L’APPEL MAXIMAL 

Production de puissance nette 16 

Réceptions — Etats—Unis 17 

— Provinces 18 

Livraisons — Etats—Unis 19 

— Provinces 20 

Appel maximal satisfait 21 

Pulssance non satisfaite 22 

Pertes — Etats—Unis 23 

— Provinces 24 
| 2,693 2,719 2,832 1.8% 2.1% 1.4% APPEL MAXIMAL INDIQUE (21 +22—23-24) 25 
{ 1.7% 1.0% 1.0% changement annuel 26 
: Puissance réductible 27 
| 288 262 109 RESERVE (15-25+27) 28 
| 9.7% 8.8% 3.7% pourcentage de puissance maximale indiquée 29 
1996 1997 2002 1992 1997 2002 
1982 1992 1992 : 
iW.h ENERGIE 

Hydraulique 30 

Vapeur 31 

Nucléaire 32 

Combustion interne 33 

Turbine a combustion 34 

Total 35 
. 88 88 Réceptions — Etats—Unis 36 
58 63 86 - Provinces 37 
‘ 88 88 Livraisons — Garantie — Etats—Unis 38 

3 3 3 — Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 44 

Total disponible (85+36+37—38-39-40-41) 42 

Livraisons non garanties intérieures 43 

Pertes de livraisons — Etats—Unis 44 

— Provinces ; 45 
| 15,683 15,777 16,586 3.6% 1.5% 1.3% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
i 1.2% 0.6% 1.0% changement annuel 47 
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‘32 CAPABILITY and LOAD 1992 


Actual — Réel Forecast—Prévision 
ALBERTA 

Minter —Hiverm soliwinemms IR = eee 

1982 1990-91 1991-92 1992-93 1993-94 1994-~—95 1995-96 

CAPABILITY MW | 

1 Hydro 801 795 812 817 817 817 817 

2 Steam 4,815 6,507 6,954 6,936 6,936 7,342 7,342 
3 Nuclear 

4 Internal Combustion 37 10 36 S7 SH/ 37 37 

5 Combustion Turbine 501 427 428 428 463 463 444 

6 Unspecified 1 2 71 94 12% 

7 


Total 6,154 7,739 8,231 8,220 8,324 8,753 8,767 
_ Contracts for receipts of firm power: 
United States 
Provinces 1 
Contracts for deliveries of firm power: 


10 United States 
11. Provinces 


oOo ow 


12. Total Net Capability (7+8+9-10-11) 6,155 7,739 8,231 8,220 8,324 8,753 8,767 

13 Contracitural losses — United States 

14 — Provinces 

15 INDICATED CAPABILITY (12-13-14) 6,155 7,739 8,231 8,220 8,324 8,753 8,767 
PEAK LOAD 

16 Net power generation 6,539 6,449 6,404 

17 Receipts — United States 

18 — Provinces 2 34 361 

19 Deliveries — United States 

20 — Provinces 32 31 i 

21 Peak Met 4,525 6,509 6,452 6,758 


22 Load not met 
23 Losses — United States 


24 — Provinces 

25 INDICATED PEAK  (21+22-23-24) 4,525 6,509 6,452 6,758 7,059 Mie 7,548 
26 annual change 13.0% 4.6% —0.9% 4.7% 9.4% 3.6% 6.9% 
27 Curtailable load 252 293 567 631 631 650 
28 RESERVE (15-25+27) 1,630 1,482 2,072 2,029 1,896 2,072 1,869 
29 percent of indicated capability 26.5% 19.1% 25.2% 24.7% 22.8% 23.7% 21.3% 


1982 1990 1991 1992 1993 1994 1995 


ENERGY GW.h 


30 Hydro 1,590 2,060 2,030 1,563 

31 Steam 24,026 38,985 40,364 43,784 

32 Nuclear 

33 Internal combustion 64 30 30 28 

34 Combustion turbine 1,432 2,087 2,106 2,250 

35 Total 27,112 43,162 44,530 47,625 

36 Receipts — United States 2 3 3 2 

37 — Provinces 445 222 212 233 

38 Deliveries — Firm — United States 

39 — Firm — Provinces 91 48 1 

40 — Non-—firm — United States 

41 — Non-firm — Provinces 97 463 1,833 

42 TotalAvailable (35+36+37-38-39-40-41) 27,371 42,363 44,234 46,026 

43 Non-firm deliveries within province 455 ate 891 

44 Losses -— United States 

45 — Provinces 

46 FIRMENERGY AVAILABLE (42-43-44-45) 27,371 41,908 44,122 45,135 46,211 48,215 49,692 
47 annual change 7.4% 5.5% 5.3% 5.3% 4.7% 4.3% 3.1% 
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| PUISSANCE et L’APPEL MAXIMAL 1992 33 
Forecast — Prévision 
) Annual Growth ALBERTA 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997~98 2002-03 
| 1982 1992-93 1992-93 
AW PUISSANCE MAXIMALE 
817 817 817 Hydraulique 1 
7,374 7,374 7,096 Vapeur 2 
Nucléaire 3 
37 37 37 Combustion interne 4 
444 444 349 Turbine a combustion 5 
Ngee pee § 877 Non spécifié 6 
8,849 8,899 9,176 3.0% 1.6% 1.1% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 1 
8,849 8,899 9,176 Total de puissance maximale net (7+8+9—10-11) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
8,849 8,899 9,176 2.9% 1.6% 1.1% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

a Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
7,723 7,886 8,773 3.6% 4.1% 3.1% APPEL MAXIMAL INDIQUE (21+22—23-24) 
2.3% 2.1% 2.6% changement annuel 
m 657. 660 691 Puissance réductible 
1,783 1,673 1,094 RESERVE (15-25+27) 
| 20.1% 18.8% 11.9% pourcentage de puissance maximale indiquée 
1996 1997 2002 1992 1997 2002 
| 1982 1992 1992 : 
W.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 
Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (85+36+37-38-—39-40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
50,687 51,446 55,241 4.9% 3.1% 2.3% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 
| 2.0% 1.5% 1.4% changement annuel 
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34 CAPABILITY and LOAD 1992 
A$ ET EVA SS 


Actual — Réel Forecast—Prévision 
~ BRITISH COLUMBIA 
Winter — Hiver 


1982 1990-91 1991-92 1992-93 1993-94 1994-95 1995-< 


a aR SE SE a SSS SS eee 


CAPABILITY MW | 
1 Hydro 9,223 10,658 10,699 10,734 10,734 10,752 10,7 
2 Steam 1,326 478 478 558 613 613 6 
3 Nuclear 
4 Internal Combustion 123 93 94 73 3 13 i 
5 Combustion Turbine 345 140 140 140 245 245 2: 
6 Unspecified 
Ve 


Total 19,017° 11,369 11,411 11,505 11,665 11,683 11,4 


Contracts for receipts of firm power: 


s United States 
.9 Provinces 


Contracts for deliveries of firm power: 


10 United States 3 201 202 402 402 402 a¢ 

11 Provinces 1 1 1 1 1 1 

12 TotalNet Capability (7+8+9-10-11) 11,013 11,167 11,208 11,102 11,262 11,280 11,5¢ 

13 Contractural losses — United States 20 14 28 28 28 1 

14 — Provinces 

15 INDICATED CAPABILITY (12-13-14) 1gOA SH P47. 11,194 11,074 11,234 lal 252 11,48 

PEAK LOAD 

16 Net power generation 9,728 9,847 10,328 

17 Receipts — United States 16 101 64 

18 — Provinces IS 

ig Deliveries — United States 364 963 279 

20 — Provinces 17 30 27 

21 Peak Met 7,835 9,363 8,970 10,086 

22 Load not met 

23 Losses — United States 32 67 20 

24 — Provinces 2 7 2 

25 INDICATED PEAK (21+22-23-24) Ti texhe 9,329 8,901 10,064 10,176 10,519 10,78 

26 annual change 7.1% 2.2% —4.6% 13.1% 14.3% 3.4% 6.0 

27 Curtailable load : 175 175 17 

28 RESERVE (15-25+27) 3,178 1,818 2,293 1,010 e233 908 87 

29 percent of indicated capability 28.9% 16.5% 20.6% 9.0% 11.0% 8.1% 7.65 

1982 1990 1991 1992 1993 1994 1995 
a ee) ee eee er eS 
ENERGY GW.h 

30 Hydro 46,126 57,308 60,197 60,664 

31 Steam 1,980 3,457 2,980 4,079 

32 Nuclear 

33 Internal combustion 280 225 185 80 

34 Combustion turbine —24 12 18 

35 Total 48,362 60,990 63,374 64,841 

36 Receipts — United States 2,118 1,991 1,188 692 

37 — Provinces 188 925 421 1,812 877 877 42) 

38 Deliveries — Firm — United States 14 toler 1,099 2,506 2,352 2,352 1,52) 

39 — Firm — Provinces 237 10 10 4 2 2 ; 

40 — Non-—firm — United States 6,158 5,101 5,986 6,700 

4 — Non-—firm — Provinces 205 diag Wier. 101 


42 TotalAvailable (35+36+37-38-39-40-41) 44,054 57,491 STA 58,034 
43 Non-—firm deliveries within province 


44 Losses -— United States 248 318 435 
45 — Provinces 36 33 13 
46 FIRM ENERGY AVAILABLE (42-43-44-45) 44,054 57,207 57,360 57,586 60,693 62,404 63,997 
47 annual change 1.8% 3.3% 0.3% 0.4% 5.8% 2.8% 2.54 
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Forecast — Prévision 
| Annual Growth COLOMBIE BRITANNIQUE 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
| 1982 1992-93 1992-93 
AW PUISSANCE MAXIMALE 
10,778 11,348" 11,994 Hydraulique 1 
| 668 723 723 Vapeur 2 
| Nucléaire 3 
73 73 73 Combustion interne 4 
245 245 245 Turbine a combustion 5 
Non spécifié 6 
/ 11,764 12,389 13,035 0.4% 1.7% 1.38% Total % 
| Contrats de réceptions de puissance réguliere: 
670 Etats— Unis 8 
Provinces 9 
| Contrats de livraisons de puissance réguliére: 
| 203 203 204 Etats— Unis 10 
| 1 1 1 Provinces 1 
11,560 12,185 13,500 Total de puissance maximale net (7+8+9-10-11) 12 
| 14 14 14 Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
11,546" ' 12,171" 13,486 0.2% 17% 1.9% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
| L’APPEL MAXIMAL 
Production de puissance nette 16 
Réceptions — Etats—Unis 17 
— Provinces 18 
Livraisons — Etats—Unis 19 
— Provinces 20 
Appel maximal satisfait 21 
Pulssance non satisfaite 22 
Pertes — Etats—Unis 23 
— Provinces 24 
' 10,895 10,964 11,840 1.3% 4.3% 2.9% APPEL MAXIMAL INDIQUE (21+22—23-—24) 25 
1.0% 0.6% 1.7% changement annuel 26 
175 175 175 Puissance réductiblie at 
826 1,382 1,821 RESERVE (15-25+27) 28 
7.2% 11.4% 13.5% ; pourcentage de puissance maximale indiquée 29 
1996 1987 | %2002 1992 1997 2002 
1982 1992 1992 : 
W.h ENERGIE 
Hydraulique 30 
Vapeur a4 
Nucléaire 32 
Combustion interne 33 
Turbine a combustion 34 
Total 35 
Réceptions — Etats—Unis 36 
1 1 1 — Provinces 37 
338 339 342 Livraisons — Garantie — Etats—Unis 38 
2 2 2 — Garantie — Provinces 39 
— Non garantie — Etats—Unis 40 
— Non garantie — Provinces 41 
Total disponible (85+36+37—38-—39-40-41) 42 
Livraisons non garanties intérieures 43 
Pertes de livraisons — Etats—Unis 44 
— Provinces 45 
64,807 65,236 70,014 2.7% 2.6% 2.0% ENERGIE GARANTIE DISPONIBLE (42-43-44-45) 46 
im 1.3% 0.7% 1.4% changement annuel 47 
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Actua! — Réel 


YUKON 


1982 


CAPABILITY MW 
Hydro 58 
Steam 

Nuclear 

Internal Combustion 40 
Combustion Turbine 5 
Unspecified 

Total 103 
Contracts for receipts of firm power: 


s United States 
9 Provinces 


Contracts for deliveries of firm power: 


10 United States 
11 Provinces 


12 Total Net Capability (7+8+9-10-11) 103 


NO Of ONM — 


13 Contractural losses -— United States 
14 — Provinces 


15 INDICATED CAPABILITY (12-13-14) 103 


PEAK LOAD 
i¢ Net power generation 


17 Receipts — United States 
18 — Provinces 


19 Deliveries — United States 

20 — Provinces 

21 Peak Met 61 
22 Load not met 


23 Losses — United States 
24 — Provinces 


25 INDICATED PEAK (21+22-23-24) 61 
26 annual change —21.8% 


27 Curtailable load 


28 RESERVE (15-25+27) 42 
29 percent of indicated capability 40.8% 


1982 


78 


50 


128 


128 


128 


82 


82 


82 
3.8% 


46 
35.9% 


1990 


Winter — Hiver 
1990-91 1991-92 1992-93 


47 


51 


98 


98 


98 


84 


84 


84 
2.4% 


14 
14.3% 


1991 


Forecast—Prévision 


1993-94 1994-95 1995— 


55 
54 


109 


109 


109 


78 


78 


78 
SIMA 


31 
28.4% 


1992 


55 


57 


112 


a2 


112 


88 
12.8% 


24 
21.4% 


1993 


55 


60 


115 


Wks 


115 


90 
2.3% 


25 
21.7% 


1994 


¢ 
45 


2 
21.4 


1995. 


eee) ee ee eee 


ENERGY GW.h 
30 Hydro 272 
31 Steam 
32 Nuclear 
33 Internal combustion 72 
34 Combustion turbine 
35 Total 344 


36 Receipts — United States 
37 — Provinces 


38 Deliveries — Firm — United States 

39 — Firm — Provinces 

40 — Non-firm — United States 

7 — Non-firm — Provinces 

42 TotalAvailable (35+36+37-38-39-40-41) 344 


43 Non-—firm deliveries within province 
44 Losses -— United States 
45 — Provinces 


46 FIRMENERGY AVAILABLE (42-43-44-45) 344 
47 annual change —10.6% 
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423 


62 
485 


485 


485 
4.4% 


405 


56 
461 


461 


461 
—4.9% 


419 


61 
480 


480 


480 
4.1% 


305 
—36.5% 


265 
—13.1% 


25) 
—3,0% 
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Forecast — Prévision 
| Annual Growth YUKON 
Winter — Hiver Augmentation annuel 
1996-97 1997-98 2002-03 1992-93 1997-98 2002-03 
1982 1992-93 1992-93 
MW PUISSANCE MAXIMALE 
55 55 55 Hydraulique 1 
Vapeur 2 
Nucléaire 3 
63 64 66 Combustion interne 4 
Turbine a combustion 5 
Non spécifié 6 
118 119 nen 0.6% 1.8% 1.0% Total 7 
Contrats de réceptions de puissance réguliére: 
Etats— Unis 8 
Provinces 9 
Contrats de livraisons de puissance réguliére: 
Etats— Unis 10 
Provinces 11 
118 119 121 Total de puissance maximale net (7+8+9-10-1 1) 12 
Pertes contractuelles — Etats—Unis 13 
— Provinces 14 
118 119 121 0.6% 1.8% 1.0% PUISSANCE MAXIMALE INDIQUEE (1 2-13-14) 15 


L’APPEL MAXIMAL 
Production de puissance nette 
Réceptions — Etats—Unis 

— Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Pulssance non satisfaite 


Pertes — Etats—Unis 
— Provinces 
94 96 104 2.5% 4.2% 2.9% APPEL MAXIMAL INDIQUE  (21+22-23-24) 
2.2% 2.1% 2.0% changement annuel 
Puissance réductible 
24 23 17 RESERVE (15-25+27) 
20.38% 19.3% 14.0% pourcentage de puissance maximale indiquée 
1996 1997 2002 199 1997 2002 
1982 1992 1992 
gh ei ae ee Se TRE 
iW.h ENERGIE 
Hydraulique 
Vapeur 
Nucléaire 


Combustion interne 
Turbine a combustion 
Total 
Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (35+36+37—38-39- 40-41) 
Livraisons non garanties intérieures 
Pertes de livraisons — Etats—Unis 
— Provinces 
258 259 are 3.4%  —11.6% —5.4% ENERGIE GARANTIE DISPONIBLE = (42—43-—44~-45) 
0.4% 0.4% 1.2% changement annuel 
STATISTIQUE CANADA — Catalogue 57—204 


38 CAPABILITY and LOAD 1992 
Sa en a a Re a Paes 


Actual — Réel Forecast—Prévision 
NORTHWEST TERRITORIES 
Winter — Hiver 


Ls ae eT eee eee 
1982 1990-91 1991-92 1992-93 1993-94 1994—95 1995~— 


a eee an aE Sree en eS 
CAPABILITY MW 


1 Hydro 47 50 47 44 44 44 

2 Steam 

3 Nuclear : 

4 Internal Combustion 122 124 114 ats 116 119 1 
5 Combustion Turbine 18 23 23 23 2S 

6 Unspecified 

7 Total 169 192 184 180 183 186 I 


Contracts for receipts of firm power: 
8 United States 
9 Provinces 
Contracts for deliveries of firm power: 
10 United States 
11. Provinces 
12 Total Net Capability (7+8+9-10-11) 169 192 184 180 183 186 1 


13 Contractural losses -— United States 
14 — Provinces 


15 INDICATED CAPABILITY (12-13-14) 169 192 184 180 183 186 1 


PEAK LOAD 


16 Net power generation 107 102 102 
17 Receipts — United States 

18 — Provinces 

19 Deliveries — United States 

20 — Provinces 

21 Peak Met 90 107 102 102 
22 Load not met 

23 Losses — United States 


24 — Provinces 

25 INDICATED PEAK (21+22-23-24) 90 107 102 102 106 109 11 

26 annual change 7.1% 2.2% —4.7% 0.0% 3.9% 2.8% 47 

27 Curtailable load 

2s RESERVE (15-25+27) 79 85 82 78 77 ris 7 

29 percent of indicated capability 46.7% 44.3% 44.6% 43.3% 42.1% 41.4% 41.3) 

1982 1990 1991 1992 1993 1994 1995 ) 

ENERGY GW.h | 

30 Hydro 275 251 256 260 | 

31 Steam | 

32 Nuclear 

33 Internal combustion 222 227 221 227 

34 Combustion turbine 89 93 96 

35 Total 497 567 570 583 

36 Receipts — United States 

37 — Provinces 

38 Deliveries — Firm — United States 

39 — Firm — Provinces 

40 — Non-firm — United States 

ra — Non-firm — Provinces | 

42 TotalAvailable  (35+36+37-38-39-40-—41) 497 567 570 583 | 

43 Non-—firm deliveries within province 

44 Losses -— United States 

45 — Provinces 

46 FIRM ENERGY AVAILABLE (42-43-—44~-45) 497 567 570 583 605 600 60k 


47 annual change —1.0% 1.7% 0.5% 2.3% 3.8% -0.8% 0.89, 
STATISTICS CANADA — Catalogue 57-204 


Forecast — Prévision 


PUISSANCE et L’APPEL MAXIMAL 1992 


39 


Winter — Hiver 


1996-97 1997-98 2002-03 


Mw 
48 


125 
23 


196 


196 


196 


112 
0.9% 


84 
42.9% 


1996 


aW.h 


615 
1.7% 


Annual Growth 


Augmentation annuel 
1992-93 1997-98 2002-03 


1982 


1992-93 1992-93 


48 
128 

93 
199 


19g 


199 


114 
1.8% 


85 
42.7% 


1997, 


620 
0.8% 


48 
143 
23 
214 0.6% 


214 


214 0.6% 


116 1.3% 
0.7% 


98 
45.8% 


2.0% 


2.0% 


2.2% 


1.7% 


1.7% 


1.3% 


TERRITOIRES DU NORD—OUEST 


PUISSANCE MAXIMALE 

Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 
Etats— Unis 

Provinces 

Contrats de livraisons de puissance réguliére: 
Etats—Unis 

Provinces 

Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats—Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE = (12-13-14) 


L’APPEL MAXIMAL 


Production de puissance nette 
Réceptions — Etats—Unis 

- Provinces 
Livraisons — Etats—Unis 

— Provinces 
Appel maximal satisfait 
Puissance non satisfaite 


Pertes — Etats—Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (21 +22—23-24) 
changement annuel 


Puissance réductible 
RESERVE (15-25+27) 


pourcentage de puissance maximale indiquée 


2002 1992 
1982 


1997 
1992 


650 1.6% 
0.9% 


1.2% 


2002 
1992 


1.1% 


ENERGIE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 
Total 


Réceptions — Etats—Unis 
— Provinces 
Livraisons — Garantie — Etats—Unis 
— Garantie — Provinces 
— Non garantie — Etats—Unis 
— Non garantie — Provinces 
Total disponible (85+36+37-38-—39-40-41) 
Livraisons non garanties intérieures 


Pertes de livraisons — Etats—Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (42-—43-44-45) 


changement annuel 
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APPENDIX/ APPENDICE A 
Principal Changes in Capabilty 
Changements majeurs de la puissance 


Newfoundland - Terre-Neuve 


1992-1993 Newfoundland & Labrador Hydro 
1999-2000 Newfoundland & Labrador Hydro 
2002-2003 Newfoundland & Labrador Hydro 
2002-2003 Newfoundland & Labrador Hydro 


Prince Edward Island - lle-Du-Prince-Edouard 


1996-1997 Maritime Electric 


Nova Scotia - Nouvelle-Ecosse 
1993-1994 
1995-1996 


Nova Scotia Power Corp. 


small producers 


New Brunswick - Nouvelle-Brunswick 
1993-1994 NB Power 


1996-1997 small producers 
2002-2003 NB Power 
2002-2003 NB Power 
Quebec 
1992-1993 Hydro Quebec 
1993-1994 Hydro Quebec 
1994-1995 Hydro Quebec 
1995-1996 Hydro Quebec 
small producers 
1996-1997 Hydro Quebec 
small producers 
2002-2003 Hydro Quebec 


Happy Valley 
Granite Canal 
Hardwoods 


Lower Churchill 


Charlottetown 


Pt. Aconi 


unknown/inconnu 


Belledune 
unknown/inconnu 
Grand Lake 
Chatham 


La Grande-2A 
Bécancour 


Brisay 
Laforge-1 
Bécancour 


La Grande-1 
Laforge-1 


La Grande-1 
unknown/inconnu 


Laforge-2 
unknown/inconnu 


unknown/inconnu 


CT 


CT\TC 


CT\TC 


1 unit \ unité 
2 units \ unités 
1 unit \ unité 


1 unit \ unité 


1 unit \ unité 


1 unit \ unité 


Stations - 3 - centales 


1 unit \ unité 


4 units \ unités 
2 units \ unités 


2 units \ unités 
2 units \ unités 
2 units \ unités 


6 units \ unités 
4 units \ unités 


6 units \ unités 


2 units \ unités 


STATISTICS CANADA - Catalogue 57-204 


24 


PUISSANCE et L'APPEL MAXIMAL 1992 41 
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APPENDIX/ APPENDICE A 
Principal Changes in Capabilty - concluded 
Changements majeurs de la puissance - fin 


Type Details Tota! 


Ontario 


1992-1993 Centra Gas Fort Frances CT 1 unit \ unité 43 
Ss 1 unit \ unité 42 
Cochrane Power Cochrane CT 1 unit \ unité 23 
S 1 unit \ unité 13 
Northland Power Kirkland Lake CT 1 unit \ unité 62 
S 1 unit \ unité 50 
E. B. Eddy Espanola S 1 unit \ unité 22 
Manitoba 
| 1992-1993 Manitoba Hydro Limestone H 3 units \ unités 399 
1996-1997 Manitoba Hydro Brandon 4 units \ unités -124 
Saskatchewan 
7992-1993 SaskPower Estevan Ss 3 units \ unités -61 
| Shand S 1 unit \ unité 203 
1996-1997 SaskPower Shand S 1 unit \ unité 280 
Alberta 
1993-1994 Medicine Hat, City of Medicine Hat Ci. 2 units \ unités 34 
1994-1995 Edmonton Power Genesee S 1 unit \ unité 406 
1995-1996 Alberta Power Sturgeon CT 2 units \ unités -10 
1996-1997 Alberta Power Simonette CT 1 unit \ unité -20 
| Medicine Hat, City of Medicine Hat S 1 unit \ unité 30 
1999-2000 Alberta Power Battle River S 2 units \ unités 60 
2000-2001 Edmonton Power Rossdale S 3 units \ unités -216 
British Columbia - Columbie-Britannique 
1992-1993 Howe Sound Pulp and Paper S 2 units \ unités 110 
Cassiar Mining Cassiar IC closed \ fermée -18 
1993-1994 NW Energy Williams Lake Ss 1 unit \ unité 55 
Westcoast Taylor CT 1 unit \ unité 105 
1996-1997 small producer 55 
1997-1998 Alcan Ltd. Kemano H 4 units \ unités 570 
2000-2001 BC Hydro Seven Mile H 196 
2001-2002 BC Hydro Waneta expansion —_H 380 
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APPENDIX / APPENDICE B 


Canadian Electrical Association - Electric Power Statistics Committee 


Association canadienne de I'Electricité - Comité des statistiques de I'Electricité 


Chairman - Président 


D. Conrad (vice chairman-vice président), N.S. Power Comm. 


mmi Members - Membr mi 

Belliveau (past chairman-président passé), N.B. Power Comm. 
Boone, Newfoundland and Labrador Hydro 

Gibbon, B.C.Hydro and Power Auth. 

Gray, NWT Power Corp. 


Ue Oa ne 


.C. Lee, Energy, Mines and Resources - Energie, mines et resources 

Madsen, Statistics Canada - Statistique Canada 

Morrin, Hydro-Québec 

Murray, The Yukon Electrical Co. Ltd. 

Phillips, Canadian Electrical Association - Association canadienne de !'Electricité 
Rheault, Manitoba Hydro 

Rousseau, National Energy Board-Office National de L'Energie 

Tam, Ontario Hydro 


. Thiele, Saskatchewan Power Corp. 


ah = Ye 5, O Se we Oo 


Younker, Maritime Electric Co. Ltd. 


a ee ee 
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published. Not this one! With the certainty of change in the energy 
picture, you need a source that remains current and complete. 
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source de référence qui. soit toujours dactualité et compiste. 


The Energy Statistics Handbook is the most complete source of Le Guide statistique de t’énergie est la source la plus complete de 
detailed information on the energy field. This publication is designed renseignements exacts sur fe domaine de {’énergie. Cette publication 
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totale, je pétrole, le gaz naturel, |’électricité, l’uranium et le charbon. 
D’autres sections traitent des prix et des facteurs de conversion. En 
plus d’une information actuelle, vous y trouverez des données 
historiques des dix derniéres années, afin que vous puissiez comparer 
les tendances a travers le temps. 


Data is organized by energy type: total chen petroleum, natural _ 
gas, electricity, uranium and coal. Additional sections include prices 
and conversion factors. Along with up-to-date information, you'll find 
historical data going back 10 years, so you can compare trends over ~ 
time. 


_ kes cadres, les professionnels de la recherche et du 
développement et les écologistes utilisent le Guide statistique de 
Fénergie pour ajouter du poids a leur analyse de |’industrie, leurs 
eurs rapports de société. 


Executives, research and development professionals and 
environmentalists use the Energy Statistics Handbook to at 
to their industry analysis, plans and con repor 


Subscribe to the Energy Statistics tation oday ez vous dés aujourd’hui au Guide statistique de l’énergie! 


The Energy Statistics Handbook (Cat. is ln ‘Le Gui le statistique de l’énergie (N° 10-602 au Cat.) colite 300$ 
Canada, US$360 in the United States and U: 42 in athe countrie u Canada, 360 $ US aux Etats-Unis et 420 $ US dans les autres 
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Statistique Canada 
Ottawa (Ontario) K1A OT6 


Publication Sales 
Statistics Canada 
Ottawa, Ontario K1A OT6. 


Ou encore, télécopiez votre commande au (613) 951-1584. Ou 
communiquez avec le Centre régional de consultation de Statistique 
Canada de votre localité. La liste apparait dans la publication. 


If more convenient, fax your order to (613) 951-1584. Or contact 
your local Statistics Canada Reference Centre listed in this 
publication. 


For faster ordering, call 1-800-267-6677 and use your VISA, 
MasterCard or Purchase Order number. 


Pour commander plus rapidement, composez le 1-800-267-6677 et 
utilisez votre compte VISA ou MasterCard, ou votre numéro de bon de 
commande. 


Don’t start your week 
without it 


Get a jump on your work week by making sure you have the most 
current economic and social information in Canada. Travelling by 
first class mail or courier, Statistics Canada’s digest, Infomat, arrives 
at the beginning of each week to help you monitor key economic 
indicators and keep up with the most current data releases from 
Canada’s national statistical agency. 


In eight fact-filled pages, Infomat highlights the findings of Statistics 
Canada surveys and brings them to your desk each week, often long 
before detailed reports are published. Throughout the year you'll get 
the first results of over 100 ongoing surveys and many special 
surveys—from manufacturing shipments to the health of Canadians 
or post graduate employment to part-time workers. 


Each week, Infomat presents you with, 


concise summaries of fresh facts from over 100 ongoing surveys 
charts and graphs that let you instantly scan the trends 
Overview - an outline of the subjects covered in each issue 

that you can scan in 30 seconds 

guidance on how to obtain special reports to assist you in 

your more detailed research. 

Current Trends and Latest Monthly Statistics sections that bring 
you up to date on the Consumer Price Index, Gross Domestic 
Product and 21 other key monthly series 


Managers, analysts and researchers who 
are responsible for keeping 

up to date on changes in Canada’s 
economic and social climate can 
count on Infomat — as a quick 
overview of the latest trends and 
as a weekly reminder 

of key indicators and data releases. 
Many subscribers use Infomat's 
highlights to add authority to their 


votre premiere lecture 
delasemaine 


Commencez votre semaine de travail en vous assurant que vous avez 
sous la main les derniéres informations économiques et sociales au 
Canada. Voyageant en courrier de premiere classe ou par messagerie, 
Infomat, le condense de Statistique Canada, arrive au début de 
chaque semaine pour vous aider a suivre les principaux indicateurs 
économiques et vous tenir au courant des derniéres données publiées 
par l’organisme national d’enquétes du pays. 


En huit pages remplies de données, Infomat présente les faits 
saillants des enquétes de Statistique Canada et les dépose sur votre 
bureau chaque semaine, bien avant que des rapports détaillés ne 
soient publiés. Tout au long de l'année, vous avez les premiers 
résultats de plus de 100 enquétes permanentes et de nombreuses 
enquétes spécialisées, qui vont des expéditions des fabricants a la 
santé des Canadiens ou de l'emploi des diplémés universitaires aux 
travailleurs a temps partiel. 


Chaque semaine, Infomat vous offre : 


M des résumés de faits tout récents provenant de plus de 

100 enquétes différentes 

des diagrammes et des graphiques qui vous donnent immédiatement 
les tendances 

Apercu - une description des sujets traités dans chaque numéro, 
que vous pouvez parcourir en 30 secondes 

des conseils sur la facon d’obtenir des rapports spéciaux pour 
vous aider dans vos recherches plus poussées 

Les tendances actuelles et Derniéres statistiques mensuelles, 
rubriques qui vous tiennent a jour sur I’indice des prix a la 
consommation, le produit intérieur brut et 21 autres séries 
mensuelles importantes. 


Les gestionnaires, les analystes et les chercheurs qui ont la responsabilité 
de se tenir au courant de I’évolution de la conjoncture économique et 
sociale du Canada peuvent compter sur Infomat pour avoir une vue 

d’ensemble des derniéres tendances et disposer ainsi d’un aide- 


industry analyses, investment plans 
or corporate reports. 


To order Infomat (11-002E), 50 issues 
annually for $125 in Canada, US$150 in the 
U.S. and US$175 in other countries, write to 
Publications Sales and Service, Statistics 
Canada, Ottawa, Canada, K1A OT6. For faster 
service, use your VISA or MasterCard 

and call toll-free in Canada, 1-800-267-6677. 
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mémoire hebdomadaire des principaux indicateurs 
et données publiés. Plusieurs abonnés utilisent les 
faits saillants d’Infomat pour relever I’autorité de 
leurs analyses industrielles, projets d’investissements 
ou rapports financiers. 


Pour commander Infomat (11-002F), 50 numéros par 
an pour 125 $ au Canada, 150 $ US aux Etats-Unis et 
175 $ US dans les autres pays, écrivez 4 Publications, 
vente et service, Statistique Canada, Ottawa, Canada 
K1A OT6. Pour un service plus rapide, utilisez votre carte 
VISA ou MasterCard et composez sans frais au Canada 

le 1-800-267-6677. 
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Data in Many Forms... 


Statistics Canada disseminates data in a variety 
of forms. In addition to publications, both 
standard and special tabulations are offered. 
Data are available on CD, diskette, computer 
print-outs, microfiche and microfilm, and magne- 
tic tapes. Maps and other geographic reference 
materials are available for some types of data. 
Direct online access to aggregated information 
is possible through CANSIM, Statistics Canada's 
machine-readable database and retrieval system. 


How to Obtain More Information 


Inquiries about this publication and related 
statistics or services should be directed to: 


Energy Section, 
Industry Division, 


Statistics Canada, Ottawa, K1A OT6 Telephone: 
(1-613-951-9823) or to the Statistics Canada 
reference centre in: 


Halifax (1-902-426-5331) Regina (1-306-780-5405) 
Montreal (1-514-283-5725) Edmonton (1-403-495-3027) 
Ottawa (1-613-951-8116) Calgary (1-403-292-6717) 
Toronto (1-416-973-6586) Vancouver (1-604-666-3691) 
Winnipeg (1-204-983-4020) 


Toll-free access is provided in all provinces 
and territories, for users who reside outside 
the Jocal dialing area of any cf the regional 
reference centres. 


Newfoundland, Labrador, 
Nova Scotia, New Brunswick 


and Prince Edward Island 1-800-565-7192 


Quebec 1-800-361-2831 
Ontario 1-800-263-1136 
Saskatchewan 1-800-667-7164 
Manitoba 1-800-661-7828 


Southern Alberta 1-800-882-5616 
Alberta and Northwest Territories 1-800-563-7828 
British Columbia and Yukon 1-800-663-1551 


Telecommunications Device for the 
Hearing Impaired 1-800-363-7629 
How to Order Publications 
This and other Statistics Canada publications 
may be purchased from local authorized agents 
and other community bookstores, through the local 
Statistics Canada offices, or by mail order to 
Marketing Division, Sales and Service, Statistics 
Canada, Ottawa, K1A OT6. 


(1-613-951-7277) 
Facsimile Number (1-613-951-1584) 
Toronto Credit Card Only (1-416-973-8018) 


Toll Free Order Only Line (Canada 


and United States) 1-800-267-6677 


Standards of Service to the Public 

To maintain quality service to. the Spublic, 
Statistics Canada follows established standards 
covering statistical preducts and services, 
delivery of statistical information, cost-recov- 
ered services and service to respondents. To 
obtain a copy of these service standards, please 
contact your nearest Statistics Canada Regional 
Reference Centre. 


Des données sous plusieurs formes... 


Statistique Canada diffuse les données sous formes 
diverses. Outre les publications, des totalisations 
habituelles et spéciales sont offertes. Les données 
sont disponibles sur disque compact, disquette, 
imprimés d'ordinateur, microfiches et microfilms et 
bandes magnétiques. Des cartes et d'autres documents 
de référence géographiques sont disponibles pour cer- 
taines sortes de données. L'acces direct A des 
données agrégées est possible par le truchement de 
CANSIM, la base de données ordinolingue et le systeme 
d'extraction de Statistique Canada. 


Comment obtenir d’autres renseignements 


Toutes demandes de renseignements au sujet de cette 
publication ou de statistiques et services connexes 
doivent étre adressées Aa: 


Section de 1'énergie, 
Division de l'industrie, 


Statistique Canada, Ottawa, K1A OT6 téléphone: 
(1-613-951-9823) ou au centre de consultation de 
Statistique Canada a: 


Halifax (1-902-426-5331) Regina (1-306-780-5405) 
Montréal = (1-514-283-5725) Edmonton (1-403-495-3027) 
Ottawa (1-613-951-8116) Calgary (1-403-292-6717) 
Toronto (1-416-973-6586) Vancouver (1-604-666-3691) 
Winnipeg (1-204-983-4020) 


Un service d'appel interurbain sans frais est offert, 
dans toutes les provinces et dans les territoires, 
aux utilisateurs qui habitent a4 l"extérieur des zones 
de communication locale des centres régionaux de con- 
sultation. 


Terre-Neuve et Labrador, 


Nouvelle-Ecosse, Nouveau-Brunswick 


et Ile-du-Prince-Edouard 1-800-565-7192 


Québec 1-800-361-2831 
Ontario 1-800-263-1136 
Saskatchewan 1-800-667-7164 
Manitoba 1-800-661-7828 


1-800-882-5616 
1-800-563-7828 
1-800-663-1551 


Sud de 1'Alberta 
Alberta et Territoires du Nord-OQuest 
Colombie-Britannique et Yukon 


Appareils de télécommunications pour 


les malentendants 1-800-363-7629 
Comment commander les publications 

On peut se procurer cette publication et les autres 
publications de Statistique Canada aupres des agents 
autorisés et des autres librairies locales, par l'en- 
tremise des bureaux locaux de Statistique Canada, ou 
en écrivant a la Division du marketing, Ventes et 
Service, Statistique Canada, Ottawa, K1A OT6. 


(1-613-951-7277) 
Numéro du télécopieur (1-613-951-1584) 
Toronto Carte de crédit seulement (1-416-973-8018) 


Numéro sans frais pour commander 


seulement(Canada et Etats-Unis) 1-800-267-6677 


Normes de service au public 

Afin de maintenir la qualité du service au public, 
Statistique Canada observe des normes établies en 
matiere de produits et de services statistiques, de 
diffusion d'information statistique, de services a 
recouvrement des cotits et de services aux répondants. 
Pour obtenir une copie de ces normes de service, 
veuillez communiquer avec le Centre de consultation 
régional de Statistique Canada le plus pres de chez 
vous. 
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Note de reconnaissance 


Le succés du systéme statistique du Canada 
repose sur un partenariat bien établi entre 
Statistique Canada et la population, les entreprises, 
les administrations canadiennes et les autres 
organismes. Sans cette collaboration et cette bonne 
volonte, i] serait impossible de produire des 
Statistiques précises et actuelles. 


Symbols 


figures not available. 
figures not appropriate or not applicable. 
— nil or zero. 
-- amount too small to be expressed. 
p_ preliminary figures. 
r revised figures. 


X confidential to meet secrecy requirements 
of the Statistics Act. 


Metric measures 
GH (gigawatt) = Watt x 109 
GW.h. (gigawatt hour) = Watt hour x 1029 
MW (megawatt) = Watt x 10° 


MW.h. (megawatt hour) = Watt hour x 10° 
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Signes conventionnels 


nombres indisponibles. 
n’ayant pas lieu de figurer. 
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Mesures métriques 

GW (gigawatt) = Watt x 10? 

GW.h (gigawatt heure) = Watt eure x 109 
MW (megawatt) = Watt x 10° 


MW.h (megawatt heure) = Watt heure x 10¢ 
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Introduction 


This report presents the results of the 40th Annual Electric 
Power Survey of Capability and Load. 


The survey is carried out in co-operation with the Canadian 
Electrical Association. Representatives of the Association 
provide initial data for their area and then meet with 
Statistics Canada to resolve reporting problems and to 
perform a final edit before publication. The assistance 
received from the Canadian Electrical Association and its 
members is gratefully acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics for the annual 
Electric Power Statistics Vol. II (catalogue 57-202) are 
covered by this report. There is a direct comparison and 
link in that the energy figures are common. Any differences 
are due to revisions. 


Major utility and industrial generators of electricity are 
surveyed directly. These respondents have approximately 
97% of total generating capability and produce 96% of all 
electricity in Canada. In addition, they account for 100% of 
imports, exports and inter-provincial movements. 


For the remaining small producers, the only data applicable 
are "net generating capability" (estimated at 90% of 
name-plate capacity, obtained from another annual survey), 
‘peak met'' (estimated at 67% of net generating capability) 
and “net generation” (actual data from a quarterly survey). 
The forecast years are straight-line projections except 
where additional information is provided by the Canadian 
Electrical Association. 


The forecasts provided by the major respondents are based 
on the best information available as of April 1*. 
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On trouvera dans la présente publication les résultats de la 40iéme 
enquéte annuelle sur la puissance maximale et sur la charge des 
réseaux. 


L'enquéte est menée conjointement avec I'Association Canadienne 
de l'Electricité. Les représentants régionaux de l'Association 
rencontrent annuellement Statistique Canada, afin de résoudre les 
problémes de déclaration et effectuer une derniére révision avant la 
publication. La collaboration qui nous est fournie par I'Association 
Canadienne de !'Electricité et par ses membres est tres appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des statistiques & la publication 
Statistique de l'énergie électrique Vol. II (catalogue $7-202) sont 
englobé dans cette publication. Il y a une comparaison directe et un 
raccordement en ce sens que les chiffres relatifs & l'énergie sont les 
mémes. Toute différence serait due & des revisions. 


Les grandes centrales électriques et les établissements industriels 
produisant de l'électricité sont enquétés directement. Ces répondants 
représentent approximativement 97% du total de la puissance 
maxumale possible de production et produise 96% de la production 
électrique du Canada. En plus, ils représentent 100% des 
umportations, des exportations et des mouvements inter-provinciaux. 


Pour les petits producteurs restant, les seules données applicables 
sont "la puissance maximale possible de production nette" (estimé 
a 90% de la puissance de production indiquée sur la plaque 
signalétique; obtenue d'une autre enquéte annuelle), "l'appel 
maximal satisfait" (estimé 4 67% de la puissance maximale possible 
de production nette) et "la production nette” (les données venant 
d'une enquéte trimestrielle). Les prévisions pour les années futures 
sont des projections en ligne droite, excepté 14 ou des informations 
additionnelles sont obtenues par I'Association Canadienne de 
| Electricité, 


Les pr€visions obtenues par les grandes centrales sont basées sur la 
meilleure information disponible au 1**" avril. 


Puissance et l'appel maximal, 1993 
5 Statistique Canada - n° 57-204 au cat. 


1993 Capability and Load Survey 


Review of Survey Results 


Total net generating capability in 1993/94 increased 4.0% 
(4148 MW) to 107 466 MW compared with an increase of 
3.3% the previous year. 


The ten year forecast predicts an increase of 6.7 GW in 
total net generating capability; a compound growth of 0.6 
% compared 2.8 % in the previous ten years. 


The indicated peak within Canada increased 4.2 % in 
1993/94. A compound growth of 1.7 % is forecast for the 
period 1993-94 - 2003/04. 


Firm energy available within Canada increased 1.8 % from 
477 005 GW.h in 1992 to 485 823 GW.h in 1993. The 
compound growth rate was 3.2% in the previous 10 year 
period. It should be noted that the energy data reported are 
not affected by the peak load capability and therefore these 
data may be considered a better measure of the growth of 
the electric power industry. 


Notes: 


Canada - Since the movements of power over a province's _ 


borders are measured at the time of the province's peak 
(see Concepts and Definition), receipts and deliveries do 
not balance. For this reason, Canada level data omit both 
interprovincial movements of power and the losses 
associated with these movements. As a consequence, 
although Canada data balances in an arithmetic sense, lines 
12, 15, 21, 26, 43 and 47 are not the sum of provincial 
figures. 


Further, due to timing, transmission limitations, etc., data 
for reserves are not appropriate. 


Enquéte sur la puissance maximale et sur la 
charge des réseaux pour 1993 


Revue des résultats de I'enquéte 


En 1993/94, la puissance maximale de production nette a augmenté 
de 4.0 % (4148 MW) pour totaliser 107 466 MW, comparativement 
a une augmentation de 3.3 % l'année précédente. 


Les prévisions pour les dix prochaines années représentent un 
accroissement de 6.7 GW de la puissance maximale de production 
nette; soit un taux de croissance composé de 0.6 % contre 2.8 % 
pour les dix années précédentes. 


L'appel maximal indiqué au Canada a augmenté de 4.2 % en 
1993/94. On prévoit un taux de croissance composé de 1.7 % pour 
la période 1993/94 - 2003/04. 


Lénergie garantie disponible, souscrite au Canada, a augmenté de 
477 005 GW.h en 1992 & 485 823 GW.h en 1993, soit de 1.8 %. 
Le taux d'accroissement composé s'est établi 4 3.2 % au cours des 
10 deniéres années. On remarquera que l'appel maximal ne change 
rien aux données déclarées sur |'énergie et, par conséquent, ces 
données peuvent étre considérées comme une image plus fiable de 
la croissance observée dans l'industrie de I'énergie électrique. 


Notes: 


Canada - Puisque les mouvements d'énergie hors des limites 
territoriales d'une province est mesuré lors de l'appel maximal de 
puissance (voir concepts et définitions), les réceptions et les 
livraisons ne balancent pas. Pour cette raison, les données au niveau 
du Canada ne comprennent pas les mouvements interprovinciaux. 
Par conséquent, méme si les données au niveau du Canada balance 
au point de vue arithmétique, les lignes 12, 15, 21, 26, 43 et 47 ne 
sont pas la somme des données provinciaux. 


En plus, a cause de la synchronisation, les limites de transmission, 
etc., les données concernant les réseves ne sont pas appropriées. 
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Concepts and Definitions Concepts et définitions 


Prior to 1980, respondents reported capability and load data Avant 1980, chaque répondant rapportait la puissance maximale et 
relating to their calendar year peak. Since 1980 all la charge des réseaux selon leur propre journée d'appel maximal, et 
respondents have reported for the day of the peak for the ce al'intérieur de l'année du calendrier. Depuis 1980, cette journée 
largest utility in the province. In 1987 calendar year peak est déterminée par l'appel maximal de la plus imposante centrale de 
was replaced by winter peak (Nov.-Feb.). la province. En 1987 la puissance maximale d'aprés l'année du 
calendrier ffit remplacée par la puissance maximale de I'hiver 
(Nov.-Fév.). 
The change was made in an effort to eliminate exaggerated Le changement eu lieu par soucis d’éliminer les fluctuations 
changes in peak which resulted solely from the vagaries of exagérées dans l'appel maximal résultant uniquement des fantaisies 
weather i.e. very cold in November-December as opposed de la nature c.-a.-d. trés froid en novembre et décembre au lieu de 
to January-February. In addition, as most forecasts are janvier et février. En plus, comme toutes les prévisions sont faites 
made on the assumption of a winter peak, current and présumant un appel maximal I'hiver, les données présentes et futures 
forecast data will now be collected on the same basis. seront dorénavant sur la méme base. 
All data for energy remain on a calendar year basis. Toutes les données pour |'énergie, demeurent sur la base de l'année 
du calendrier. 
The days for the winter 1993-1994 were as follows: Les jours choisis pour I'hiver 1993-1994 sont: 
Newfoundland - Labrador January 23 Terre-Neuve - Labrador 23 janvier 
- Island February 9 - Ile Oateviner 
Prince Edward Island December 20 fle-du-Prince-Edouard 20 décembre 
Nova Scotia January 19 Nouvelle-Ecosse 19 janvier 
New Brunswick January 27 Nouveau-Brunswick 27 janvier 
Quebec January 27 Québec 27 janvier 
Ontario January 19 Ontario 19 janvier 
Manitoba February 7 Manitoba 7 février 
Saskatchewan February 7 Saskatchewan 7 février 
Alberta January 5 Alberta 5 janvier 
British Columbia November 22 Colombie-Britannique 22 novembre 
Yukon January 9 Yukon 9 janvier 
Northwest Territories January 9 Territoires du Nord-Ouest 9 janvier 
Capability and Load, 1993 Puissance et l'appel maximal, 1993 
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Other generating capability and firm power peak load 
concepts are unchanged from previous reports. Generating 
capability measures the expected power of all available 
generating facilities of the province (or nation) at the time 
of one hour firm peak load for each province. This may 
differ from the generating capacity as measured by the 
name plate rating. 


The variations between generating capability and 
generating capacity may be caused by high water in 
reservoirs resulting in a higher water head and greater 
generation than the name plate capacity, the impossibility 
of placing all pieces of equipment on the line at the same 
time, low water, ice, or some equipment being considered 
unreliable, thereby resulting in capability below capacity. 


The published peak for Canada is non-coincident (the 
arithmetic-sum of the provincial peaks regardless of time of 
occurrence) and must be equal to, or greater than the 
coincident peak load. 


Receipts and deliveries of firm power used in calculating 
net capability are the interprovincial and intemational 
transfers of power under firm contracts, or the best 
estimate of firm obligations possible in the absence of 
contracts. The actual receipts and deliveries of firm and 
non-firm power are taken into account in the calculation of 
the firm power peak load for the current year. 


Peak loads are the total demands within a province after all 
interchanges have been taken into account to remove any 
duplication. The peak loads include all power consumed by 
ultimate customers, line losses and manufacturing plants 
own consumption, but do not include generating station 
service which is deducted before arriving at generating 
capability. 


Firm load not met measures the commitments that a 
system could not or would not meet at the time of its peak 
load. 


Losses - External Deliveries represent the amount of 
power and energy required to meet out of province 
commitments. Exports and interprovincial deliveries are 
measured at the border but, in some cases, power and 
energy are used for delivery to the border. These are 
subtracted as they do not represent internal use and, 
therefore, distort provincial growth rates. 


Les autres notions de puissance maximale de production et 
d'appel maximal de puissance souscrite sont les mémes que dans 
les rapports antérieurs. La puissance maximale de production 
indique le maximum de puissance réalisable par les centrales 
électriques dans chaque province (ou dans le pays) durant l'heure de 
l'appel maximal annuel de puissance pour chaque province. Elle ne 
correspond pas nécessairement 4 la puissance installée des 
centrales. 


Les écarts entre la puissance maximale de production et la puissance 
installée peuvent résulter du niveau d'eau dans les réservoirs qui, 
par une hauteur de chute plus ou moins élevée, porterait la 
puissance de production au-dessus ou au-dessous de la puissance 
indiquée sur les plaques signalétiques. Aussi, l'impossibilité 
d'utiliser tout le matériel simultanément, formation de glace, ou 
piéce douteuse d'équipement, occasionnent une possibilité de 
production inférieure 4 la puissance installée. 


L'appel maximal de puissance publié au niveau du Canada (i.e., la 
somme arithmétique des pointes provinciales sans égard a la journée 
d'observation) doit égaler ou étre supérieur a l'appel maximal. 


Les réceptions et les livraisons de puissance souscrite, qui ont 
servi a établir la puissance maximale nette, représentent les 
échanges interprovinciaux et internationaux de puissance faits en 
vertu de contrats formels ou, en I'absence de contrats, la meilleure 
estimation possible des engagements formels. On tient compte des 
réceptions et des livraisons réelles de puissance souscrite et de 
puissance non souscrite dans le calcul des appels maximaux de 
puissance souscrite pour l'année en cours. 


L'appel maximal de puissance dans chaque province correspond 
a la puissance globale fournie dans la province, compte tenu des 
échanges de puissance de fagon & éviter toute duplication. I 
comprend la puissance fournie aux abonnés ultimes de l'entreprise 
productrice, celle utilisée par les propres installations de cette 
derni¢re, de méme que les pertes de transmission, mais exclut la 
puissance employée pour les besoins internes de la centrale 
génératrice (qui est soustraite avant le calcul de la puissance 
maximale possiblede production de la centrale). 


L'appel maximal souscrit non satisfait mesures l'engagement 
qu'un réseau n'a pu ou n'a pas voulu satisfaire au moment de son 
appel maximal de puissance. 


Pertes - Les livraisons hors province représentent le montant de 
puissance et d'énergie requis pour satisfaire les engagements hors 
province. Les exportations et les livraisons interprovinciales sont 
mesurées a la frontiére, mais dans certains cas, la puissance et 
'énergie sont utilisées pour la livraison a la frontiére. Ceux-ci sont 
soustraits, car ils ne représentent pas l'utilisation interne et, par 
consequent, déforment le taux de croissance provincial. 
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The reserve of a province is the reserve after all 
obligations have been taken into account whether or not 
these obligations have been met. It is a measure of the 
industry's ability to satisfy demands of a province and meet 
contingencies. Since not all systems are fully 
interconnected, the reserves of power shown cannot always 
be fully utilized. However, with the development of 
interconnections, an increased sharing of capability is 
possible, particularly when provincial peaks occur at 
different times. To this extent the reserves reported in this 
publication may be understated. 


It should be further noted that Firm Load Curtailable 
represents power which the supplying utility intends to 
furnish to customers contracted under firm load curtailable 
agreements, except under the most extraordinary 
conditions. Thus, this curtailable power could be 
considered part of the utility's reserve when such extreme 
conditions apply. 
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La réserve d'une province est l'excédent disponible de puissance 
lorsque tous les engagements ont été comptabilisé, gu'ils aient été 
satisfaits ou non. Elle indique dans quelle mesure les réseaux 
peuvent faire face aux demandes de la province ainsi qu'aux 
umprévus. Comme les réseaux ne sont pas tous complétement 
interconnectés, les réserves de puissance ne peuvent pas toujours 
Ctres entiérement utilisées. Cependant, avec le développement des 
interconnections, une augmentation du partage de la puissance 
maximale est possible, particuli¢rement quand I'appel maximale de 
puissance des provinces arrive a des temps différent. Alors, les 
réserves rapportées dans cette publication peuvent étre 
sous-évaluer. 


Il convient en plus de souligner que l'appel maximal garanti 
reductible, représente la puissance que la centrale qui approvisionne 
compte fourmir aux clients qui possédent un contrat d'entente d'appel 
maximal garanti réductible, excepté sous des conditions 
extraordinaires. Alors, ce pouvoir réductible pourrait étre considéré 
comme faisant partie de la réserve de la centrale, quand ces 
conditions extréme s'appliquent. 
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CANADA 


CAPABILITY MW 


Hydro 

Steam 

Nuclear 

Internal Combustion 
Combustion Turbine 
Unspecified 

Total 


Contracts for receipts of firm power: 
United States 
Provinces 


Contracts for deliveries of firm power: 
United Sates 
Provinces 

Total net capability (7+8+9-10-11) 


Contractural losses — United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 
ACTUAL CAPABILITY 


PEAK LOAD 
Net power generation 


Receipts — United States 
— Provinces 
Deliveries | — United States 
— Provinces 
Peak met 


Load not met 
Losses — United States 
— Provinces 


INDICATED PEAK (22+23-24-25) 
annual change 


Curtailable load 


RESERVE (15-26+28) 
percent of indicated capability 


Actual - Réel 
Winter - Hiver 


1983 


50,241 
22,441 
6,409 
518 
B82 


Cel eal 


303 


64,467 
89 
101 


64,455 


1983 


1991-92 1992-93 1993-94 


58,477 
25,461 
WS, WAP 
476 
Dia) 

6 
100,039 


852 


Loot 


cb Glee 


103,184 
63 


TOS 2a 


1992 


61,538 
26,038 
15,474 
SiS 
3,646 
255 
107,466 


205 


ay eeyellia 


106,360 
48 


106,312 
101,430 


1993 


Forecast - Prévision 


1994-95 


62,624 
24,338 
15,474 
518 
37928 
475 
LOWS. 


205 


Ie PAS) 7) 


106,265 
48 


106,217 


88,126 
2.7% 


Sse 


1994 


1995-96 1996-97 


Th in ae ee er ee eee 


637, 562 
24,388 
14,705 
524 
4,010 
665 
107,874 


481 


ip alve4o) 


LOW 7 2LS 
37 


LOT FARTS 


90,073 
2.2% 


SSS. 


199> 


63,917 
24,296 
14,705 
529 

aby NT) 
865 
108,633 


655 


1,166 


108,122 
38 


108,084 


Caen ys 
Laos 


375, 59 


1996 


NA FoR Se Coe a eee on ee A eS OS 


ENERGY GW.h 


Hydro 

Steam 

Nuclear 

Internal combustion 


Combustion turbine 
Total 
Receipts — United States 
— Provinces 
Deliveries — Firm - United States 
— Firm - Provinces 
— Non-firm - United States 
— Non-firm - Provinces 
Total available (36+37+38-39-40-4 1-42) 


Non-firm deliveries within province 


Losses — United States 
— Provinces 
FIRM ENERGY (43-44-45-46) 


annual change 
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263,288 
82,760 
46,218 

T87 
2,445 
395,498 


2758 
Opener, 
28,192 

359,847 
2no2> 

1,249 


355973 


305,426 
102,805 
807 123 
839 
37,353 
492,546 


67,093 
aoa HSko 
15,743 
474,109 
EZ 


940 


4937, 057 


10 


S137 Se 
110,660 
76,019 
766 
4,245 
505,006 


6,476 
2, L677, 
AS) eye 

4797,954 
al pchetal 

4 ALE! 


477,005 


320,348 
101,155 
88,628 
794 
4,728 
515,653 


TD 50 
U55,.2109 
Looe 

488,322 


1,216 
1,283 


485,823 


dfisyeh 


1653/9 


499,455 


839 


albsy eke 


S)0eh) eis}ab 


874 


14,107 


518,736 


3.6% 0.8% 1.8% 2.8% 1.8% 2.0% 
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Forecast - Prévision 
; ; Annual Growth 
Winter - Hiver Augmentation annuel CANADA 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 


a a ee Se eee eee ee ee ee ee eee 
MW PUISSANCE MAXIMALE 
64,514 64,551 68,932 Hydraulique 1 
24,296 24,516 23,621 Vapeur 2 
14,705 14,705 13,936 Nucléaire 3 
535 540 559 Combustion interne 4 
4,357 4,357 4,507 Turbine a combustion 5 
1,083 ies 2,579 Non spécifié 6 
109,490 109,802 114,134 BAK 0.4% 0.6% Total 7 
Contrats de réceptions de puissance réguliére: 
655 775 1,865 Etats-Unis 8 
ic ae Provinces 9 
Contrats de livraisons de puissance réguliére: 
1,166 1,166 2) ala Etats-Unis 10 
aye Sa Provinces 1] 
108,979 109,411 113,885 Total de puissance maximale net (7+8+9-10-11) 12 
| 38 38 90 Pertes contractuelles — Etats-Unis 13 
si = ae iat — Provinces 14 
108,941 109,373 113,795 Dane 0.6% 0.7% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette / 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces 25 
93,612 9572110) )) Lote a7 Or 2.9% Dees Dee APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
2.0% Ge ane changement annuel Ay 
3,524 3,542 3,580 Puissance réductible 28 
RESERVE (15-26+28) 29 
pourcentage de puissance maximale indiquée 30 
| 1997 1998 2003 1993 1998 2003 
| 1983 1993 1993 
ee a a ee 
— GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
890 890 639 Réceptions — Etats-Unis BY 
sot it — Provinces 38 
14,184 15,384 UD, JM Livraisons — Garantie - Etats-Unis 59 
— Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
529,865 541,513 571,482 3.2% 2.2% 1.6% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
Die Doe Hae changement annuel 48 
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1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 
Saale nad teen eaecraeeeamameeme ene mee Te ean ee eT eu, eS 
CAPABILITY MW 
1 Hydro 999 ail ,absal 1,149 1 051 1,154 eel 547 1,158 
2 Steam 462 515 509 500 500 500 500 
3 Nuclear = = = = = = = 
4 Internal Combustion 41 43 41 41 41 41 41 
5 Combustion Turbine 164 158 158 165 165 165 165 
6 Unspecified ~ ~ - - - ~ - 
7 Total 1,666 1,867 1,857 1,857 1,860 1,863 1,864 
Contracts for receipts of firm power: 
8 United States = = = = = = 2s 
9 Provinces = es = = = = 
Contracts for deliveries of firm power: 
10 United Sates = = = oe = = = 
UI Provinces = = as £ zt ws EI 
12 Total net capability (7+8+9-10-11) 1 AGS aco, 1,857 1,857 1,860 1863 1,864 
13 Contractural losses ©— United States = = = = = ss 
14 — Provinces = a = as 2 ae oa 
15 INDICATED CAPABILITY (12-13-14) 1,666 1,867 1,857 1,857 1,860 1,863 1,864 
16 ACTUAL CAPABILITY 1, WOE 
PEAK LOAD 
17 Net power generation ib, ae} 1,467 1,461 
18 Receipts — United States - - - 
19 — Provinces = = = 
20 Deliveries — United States = = = 
21 — Provinces = = = 
22 Peak met 1, Ge a7 1,467 1,461 
23 Load not met = =: - 46 
24 Losses — United States = = = 
25 — Provinces a = = 
26 INDICATED PEAK (22+23-24-25) ak ras} 1,473 al, AS 1,507 522 1,540 1,560 
27 annual change 1.8% -0.4% ak 1.0% Tok ee 
28 Curtailable load 46 46 46 
29 RESERVE (15-26+28) 387 394 390 350 384 369 350 
30 percent of indicated capability 23.2% Bi sl? 2202 18.8% 20.6% 19.8% 18.8% 
1983 1991 1992 1993 1994 1995 1996 
Steen een iia sh deat lp en ce einer 
ENERGY GW.h 
31 Hydro 5,575 6,024 5,885 6,170 
32 Steam 601 1,458 1707 1,581 
33 Nuclear = = x = 
34 Internal combustion 72 43 45 42 
35 Combustion turbine 4 3 Yh =2 
36 Total 6,252 7,528 7,635 Fi spe 
37 Receipts — United States = 2. = = 
38 — Provinces = = a = a es = 
39 Deliveries — Firm - United States = = = a fs 
40 — Firm - Provinces = a = a = te 
4] — Non-firm - United States = oo = = 
42 — Non-firm - Provinces = = = = 
43 Total available (36+37+38-39-40-4 1-42) 6,252 7,528 7,635 7,791 
44 Non-firm deliveries within province - = = = 
45 Losses — United States bs & = = 
46 — Provinces = = = fe 
Aa FIRM ENERGY (43-44-45-46) . 6,252 7,528 7,635 Ty, 7,726 7,853 7,960 
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Actual - Réel 


Winter - Hiver 


aes eeeFeFeFeFeFeseSSSsSsSssseF 


1 


Forecast - Prévision 


annual change 2.3% 14 2.0% -0.8% FS? 1.4% 
Capability and Load, 1993 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


| 


Forecast - Prévision 
5 * Annual Growth r 
Winter - Hiver Augmentation annuel TERRE-NEUVE (ile) 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 


MW PUISSANCE MAXIMALE 

1,196 1,196 1,257 Hydraulique ] 
500 500 500 Vapeur 2) 
- - - Nucléaire 3 
41 41 41 Combustion interne 4 
165 165 165 Turbine a combustion 5) 
- - - Non spécifié 6 
1,902 1,902 1,963 aed 0.5% 0.6% Total a 

Contrats de réceptions de puissance réguliére: 
- - - Etats-Unis 8 
- - - Provinces 9 

Contyats de livraisons de puissance réguliére: 
- - = Etats-Unis 10 
~ - ~ Provinces 1] 
1,902 1,902 1,963 Total de puissance maximale net (7+8+9-10-11) 12 
- = - Pertes contractuelles — Etats-Unis 13 
= - - — Provinces 14 
1,902 1,902 1,963 ales 0.5% 0.6% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 
Production de puissance netie 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait Mp 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces DS 
1,586 seo} aL, Oe de 7 1.4% 1S APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
fe 2.0% ies changement annuel 27 
46 46 46 Puissance réductible 28 
362 331 287 RESERVE (15-26+28) 29 
19.0% 17.4% 14.6% pourcentage de puissance maximale indiquée 30 
1997 1998 2003 1993 1998 2003 
1983 1993 1993 
GW.h ENERGIE 

Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
= = = Réceptions — Etats-Unis 37 
= = = — Provinces 38 
= = = Livraisons — Garantie - Etats-Unis 39 
= fu e — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
| 8,039 8,163 8,538 2 anes 0.9% 0.9% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 1.0% 1.5% 0.9% changement annuel 48 
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Actual - Réel Forecast - Prévision 
NEWFOUNDLAND (Labrador) Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


LEE eee 


CAPABILITY MW 
1 Hydro 5,581 5,445 5,446 5,446 5,446 5,446 5,446 
2 Steam = 7 7 Gi} Ti 7 7 
3 Nuclear - - - - - - - 
4 Internal Combustion 8 31 32 32 32 32 32 
5 Combustion Turbine - = 27 27 27 Ba 27 
6 Unspecified - - - - - _ — 
7 Total 5,589 5,483 5,512 5,512 5,512 5,512 5,512 
- Contracts for receipts of firm power: 
8 United States - - - - - ~ - 
9 Provinces a. = as Bs as = an 
Contracts for deliveries of firm power: 
10 United Sates a = ie = i = = 
11 Provinces 5,095 4,246 ADH 4923 4,213 4,213 4,213 
12 Total net capability (7+8+9-10-11) 494 oS 1,299 1,299 1,299 1,299 1,299 
13 Contractural losses © — United States = = = = - ~ = 
14 — Provinces 83 ane 95 95 95 95 95 
15 INDICATED CAPABILITY (12-13-14) 411 il Alo 1,204 1,204 1,204 1,204 1,204 
16 ACTUAL CAPABILITY 1,204 
PEAK LOAD 
17 Net power generation 5,554 5,549 5,580 
18 Receipts — United States - - - 
19 — Provinces = i a 
20 Deliveries | — United States = “= = 
D}i\ — Provinces 5,073 5,073 5,063 
22 Peak met 466 481 476 517 
23 Load not met = a = fe 
24 Losses — United States = = = 
25 — Provinces 83 ably) vay) Tg 
26 INDICATED PEAK (22+23-24-25) 383 364 359 400 398 398 398 
27 annual change -0.6% -1.4% 11.4% -0.5% 0.0% 0.0% 
28 Curtailable load 
29 RESERVE (15-26+28) 28 756 845 804 806 806 806 
30 percent of indicated capability 6.8% 67.5% 70.2% 66.8% 66.9% 66.9% 66.9% 
1983 1991 1992 1993 1994 1995 1996 
a ne ee ee ee ee ee ee 
ENERGY GW.h 
31 Hydro 33,870 29,385 28,989 33,023 
32 Steam = * % 
33 Nuclear a pe te re 
34 Internal combustion 18 30 32 35 
35 Combustion turbine = = Es a 
36 Total 33,888 29,415 29,021 33,058 
37 Receipts — United States - = — = - = = 
38 — Provinces = a = iS = ay ie 
39 Deliveries —F irm - United States = - = = = = = 
40 — Firm - Provinces sya, Doral 26,367 25,985 29,942 30,466 30,466 30,466 
4] — Non-firm - United States = - = = 
42 — Non-firm - Provinces 13 - - - 
43 Total available (36+37+38-39-40-4 1-42) 2,654 3,048 3,036 3,116 
44 Non-firm deliveries within province - — - - 
45 Losses — United States = - - - 
46 — Provinces 600 525 538 552 
47 FIRM ENERGY (43-44-45-46) 2,054 2,523 2,498 2,564 2,657 2,667 2,676 
48 annual change 2.6% -1.0% 2.6% 3.6% 0.4% 0.3% 
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Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel TERRE-NEUVE (Labrador) 
1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 
Nd ll 
MW PUISSANCE MAXIMALE 
5,446 5,446 5,446 Hydraulique 1 
7 7 5 Vapeur 2 
~ - ~ Nucléaire 3 
32 32 32 Combustion interne 4 
27 24] 27 Turbine a combustion 5 
- - - Non spécifié 6 
5,512 5,512 5,512 -0.1% 0.0% 0.0% Total wy, 
Contyats de réceptions de puissance réguliére: 
- ~ ~ Etats-Unis 8 
- - ~ Provinces 9 
Contyats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
4,199 4,198 4,193 Provinces 11 
Uy cial 1,314 1,319 Total de puissance maximale net (7+8+9-10-11) 12 
_ ~ - Pertes contractuelles — Etats-Unis 13 
94 94 94 — Provinces 14 
Dy oes 12210 1,225 late 0.3% 0.2% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 7, 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces | 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces DS 
412 414 419 0.4% 0.7% 0.5% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
3.5% 0.5% 0.2% changement annuel 27 
Puissance réductible 28 
807 806 806 RESERVE (15-26+28) 29 
66.2% 66.1% 65.8% pourcentage de puissance maximale indiquée 30 
eee a ee ee ee ee oe ee ee eee eee 
1997 1998 (2003 1993 1998 2003 
| 1983 1993 1993 
a a a as A i ee ee ee Se ee ae Pee ee ae 
GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 3i5) 
Total 36 
= = = Réceptions — Etats-Unis 37 
ee = = — Provinces 38 
= S = Livraisons — Garantie - Etats-Unis eo 
30,382 30,374 30,344 — Garantie - Provinces , 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
2,692 2,696 2,718 22% 1.0% 0.6% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
0.6% 0.1% 0.2% changement annuel 48 
pability and Load, 1993 Puissance et l'appel maximal, 1993 
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UDNDNNABRWN— 


a 


ENERGY GW.h 


NEWFOUNDLAND 


CAPABILITY MW 


Hydro 

Steam 

Nuclear 

Internal Combustion 
Combustion Turbine 
Unspecified 

Total 


Contracts for receipts of firm power: 
United States 
Provinces 


Contracts for deliveries of firm power: 
United Sates 
Provinces 
Total net capability (7+8+9-10-11) 
Contractural losses | — United States 
— Provinces 
INDICATED CAPABILITY (12-13-14) 


ACTUAL CAPABILITY 


PEAK LOAD 
Net power generation 


Receipts — United States 
— Provinces 
Deliveries |— United States 
— Provinces 
Peak met 


Load not met ; 
Losses — United States 
— Provinces 


INDICATED PEAK (22+23-24-25) 
annual change 


Curtailable load 


RESERVE (15-26+28) 
percent of indicated capability 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 

— Provinces 
Deliveries | — Firm - United States 


— Firm - Provinces 
— Non-firm - United States 
— Non-firm - Provinces 


Total available (36+37+38-39-40-4 1-42) 
Non-firm deliveries within province 


Losses — United States 
— Provinces 


FIRM ENERGY (43-44-45-46) 
annual change 


Statistics Canada — Cat. No. 57-204 


Actual - Réel 
Winter - Hiver 


1983 


1,662 


1983 


40,140 


Si yaeak 


SS) Bio 6A A ee ee eee een) eo 
1991-92 1992-93 1993-94 


Sn 


1991 


525 


2077050) 
2.4% 


16 


1992 


538 


10),133 
0.8% 


1993 


40, 


29, 


LO; 


Forecast - Prévision 


1994-95 


IAW 
0.7% 


46 


1994 


30,466 


10,383 


1995-96 1996-97 


LSS 
O95 


46 


1995 


30,466 


ALO}, 120) 


1,958 
1.0% 


46 


1996 


30,466 


10,636 


0.3% nes, ool 
Capability and Load, 1993 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
: : Annual Growth \ 
Winter - Hiver Augmentation annuel TERRE-NEUVE 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
“1983 1993-94 ]993-94 
a a i eens 


MW PUISSANCE MAXIMALE 
6,642 6,642 6,703 Hydraulique ] 
507 507 507 Vapeur 2 
= - - Nucléaire 3 
73 73 73 Combustion interne 4 
192 192 192 Turbine a combustion 5 

= = = Non spécifié 6 

7,414 7 pada 7,475 0.2% 0.13 Onis Total 7 
Contyats de réceptions de puissance réguliére: 

- - _ Etats-Unis 8 

- - - Provinces 9 
Contrats de livraisons de puissance réguliére: 

- - — Etats-Unis 10 
4,199 4,198 4,193 Provinces JJ 
3,215 3,216 3,282 Total de puissance maximale net (7+8+9-10-11) 12 

~ - ~ Pertes contractuelles — Etats-Unis 13 

94 94 94 — Provinces 14 
hy, ast 3,122 3,188 4.0% 0.4% 0.4% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 6 

PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 

Production de puissance nette 9 

Réceptions — Etats-Unis 18 

— Provinces 19 

Livraisons — Etats-Unis 20 

— Provinces | 

Appel maximal satisfait D2 

Puissance non satisfaite 23 

Pertes — Etats-Unis 24 

— Provinces DS 

1,998 2D, Oa 2) 140 1.4% 133 1.2% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
2.0% 1.7% 1.1% changement annuel OF) 
46 46 46 Puissance réductible 28 
RESERVE (15-26+28) 29 

pourcentage de puissance maximale indiquée 30 

199) 1998 2003 1993 1998 2003 
1983 1993 1993 
eee i ee ee a ee ee ee eee eee ee 
GW.h ENERGIE 

Hydraulique 3] 

Vapeur 32 

Nucléaire 333) 

Combustion interne 34 

Turbine 4 combustion 35 

Total 36 

= = = Réceptions — Etats-Unis ov 

4 2 = — Provinces 38 

= = a Livraisons — Garantie - Etats-Unis 39 

30,382 30,374 30,344 — Garantie - Provinces __ 40 

— Non garantie - Etats-Unis 4] 

— Non garantie - Provinces 42 

Total disponible (36+37+38-39-40-4 1-42) 43 

Livraisons non garanties intérieures 44 

Pertes — Etats-Unis 45 

— Provinces 46 

Opa 10,859 11,256 2.2% 1.0% 0.8% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 

0.9% 1.2% 0.7% changement annuel 48 

yability and Load, 1993 Puissance et l'appel maximal, 1993 
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Actual - Réel Forecast - Prévision 


PRINCE EDWARD ISLAND Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


a Cnn e LSS enes ene Oe US iiedt Ly ee Nites ey 


CAPABILITY ' MW 
1 Hydro - ~ = = = = = 
2 Steam 69 65 65 65 65 65 65 
3 Nuclear = ~ = = = = = 
4 Internal Combustion 6 10 10 10 10 10 10 
5 Combustion Turbine 39 39 39 39 39 39 39 
6 Unspecified = 2 = = a = ms 
femhkotal 114 114 114 114 114 114 114 


Contracts for receipts of firm power: 
8 United States = = és & 2 = is 
9 Provinces 20 45 45 45 45 50 55 


Contracts for deliveries of firm power: 
10 United Sates s = = et = = ies 


11 Provinces s = = = = = = 

12 Total net capability (7+8+9-10-11) 134 159 159 159 159 164 169 

13 Contractural losses | — United States a = = = = = = 

14 — Provinces at 2 2 2 2 2 2 

15 INDICATED CAPABILITY (12-13-14) 133 157 157 157 157 162 167 

16 ACTUAL CAPABILITY 150 

PEAK LOAD 

17 Net power generation 29 17 _ 

18 Receipts — United States - - ~ 

19 — Provinces 108 Da 143 

20 Deliveries — United States = = = 

21 — Provinces = “= = 

22 Peak met 100 hy 138 143 

23 Load not met = ie ee si 

24 Losses — United States “= = x 

25 — Provinces = = = 

26 INDICATED PEAK (22+23-24-25) 100 137 138 143 148 152 156 

27 annual change 4.0% 0.7% 3.6% 3.5% 2.7% 2.6% 

28 Curtailable load 8 9 11 13 13) 13 

29 RESERVE (15-26+28) 33 28 28 25 22 23 24 

30 percent of indicated capability 24.8% 17.8% 17.8% 15.9% 14.0% 14.2% 14.4% 
1983 199] 1992 1993 1994 1995 1996 

a aaa TE Ee ee 

ENERGY GW.h 

31 Hydro = < = x 

32 Steam 11 68 34 52 

33 Nuclear = = = = 

34 Internal combustion = 3 = = 

35 Combustion turbine 1 = = 7 

36 Total 119) 7a 34 59 

37 Receipts — United States = = = =» a = = 

38 — Provinces 519 690 738 731 400 440 440 

39 Deliveries —Firm - United States = = = & = a = 

40 — Firm - Provinces = = = fea 2 ad = 

4] — Non-firm - United States - - - - | 

42 — Non-firm - Provinces = ~ = = 7 

43 Total available (36+37+38-39-40-41-42) 531 761 HIP 790 

44 Non-firm deliveries within province = = = = 

45 Losses — United States = = = = 

46 — Provinces = = = a 

47 FIRMENERGY (43-44-45-46) 531 761 T 72 790 814 839 864 | 


48 annual change 4.6% 1.4% 2.3% 3.0% 3.1% 3.0% 
Capability and Load, 1993 Puissance et I'appel maximal, 1993 _ 
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Forecast - Prévision 
Annual Growth 


Winter - Hiver “Augmentation annuel —~S—S«s [LE-DU-PRINCE-EDOUARD 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
| ~1983 1993-94 J993-94 


cee CN ISSN SS SS a ene ee 
MW PUISSANCE MAXIMALE 
= a = Hydraulique ] 
65 65 65 Vapeur 2 
~ - - Nucléaire 3 
10 10 10 Combustion interne 4 
39 39 63 Turbine a combustion 5 
- = = Non spécifié 6 
114 114 138 0.0% 0.0% 1.9% Total d 
Contyats de réceptions de puissance réguliére: 
- - - Etats-Unis 8 
60 60 55 Provinces g 
Contyats de livraisons de puissance réguliére: 
- ~ - Etats-Unis 10 
~ - ~ Provinces 1] 
174 174 193 Total de puissance maximale net (7+8+9-10-11) 12 
| - = - Pertes contractuelles — Etats-Unis 13 
| 2 2 2 — Provinces 14 
| 172 172 191 aN. 72 1.8% 2.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) iS 
| PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
| Réceptions — Etats-Unis 18 
| — Provinces 19 
| Livraisons — Etats-Unis 20 
| — Provinces D4) | 
Appel maximal satisfait 22 
Puissance non satisfaite D8} 
Pertes — Etats-Unis 24 
— Provinces DS 
158 161 179 3.6% 2).4e 238 APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.3% 1.9% 2g changement annuel DT, 
13 13 a3 Puissance réductible 28 
27 24 25 RESERVE (15-26+28) 29 
15.7% 14.0% 13.1% pourcentage de puissance maximale indiquée 30 
Ie 1997 1998 2003 1993 1998 2003 
| 1983 1993 1993 
| _nal  SSSSSSsCIOSSSsSsS 
— GW.h ENERGIE 
Hydraulique 31 
| Vapeur 32 
| Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35) 
Total 36 
| x we = Réceptions — Etats-Unis =a 
| 480 480 525 — Provinces 38 
a 
| 2 = ie Livraisons — Garantie - Etats-Unis 39 
| x = = — Garantie - Provinces 40 
| — Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
| — Provinces 46 
| 881 898 1,006 Aye 2.6% 2.4% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| BWP: aoe 2.3% changement annuel 48 
sability ey Load, 1993 Puissance et I'appel maximal, 1993 
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Actual - Réel Forecast - Prévision 
NOVA SCOTIA Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 
a peep a a ee 


CAPABILITY MW 
1 Hydro 384 397 397 390 390 390 390 
2 Steam ny Byls aL, Gaus 1,618 1,708 1,708 708 1,708 
3 Nuclear ] = = - - - - = 
4 Internal Combustion = = = cx = = = 
5 Combustion Turbine 205 DOE: 222 222 222 222 200 
6 Unspecified ~ - - - 10 32 47 
7 Total 1,864 2, DEG! 2237 2320 2s 30 2,352 2,367 
Contracts for receipts of firm power: 
8 United States a = = os eS = = 
9 Provinces oe = 2 = = = = 
Contracts for deliveries of firm power: 
10 United Sates = = = = = = = 
11 Provinces Z. = a = = a “ 
12 Total net capability (7+8+9-10-11) 1,864 DB, DG) Db ONG) 27320 2,330 2,352 2,367 
13. Contractural losses | — United States - - - - - - - 
14 — Provinces = Es = Es & é a 
15S INDICATED CAPABILITY (12-13-14) 1,864 VST A, DG) Dy, BAO 2,330 2,352 2,367 
16 ACTUAL CAPABILITY 2,320 
PEAK LOAD 
17 Net power generation 1,750 ye o2 1,922 
18 Receipts — United States - — - 
19 — Provinces 56 e i 
20 Deliveries — United States = = s 
PB — Provinces = a = 
22 Peak met 1,304 1,806 1,821 S22 
23 Load not met a a = a 
24 Losses — United States = = = 
on — Provinces = a, = 
26 INDICATED PEAK (22+23-24-25) 1,304 1,806 IL eal 1,922 1,887 1,940 1,979 
27 annual change 4.2% 0.8% 5.5% -1.8% 2.8% 2.0% 
28 Curtailable load pal 155 207 170 174 178 
29 RESERVE (15-26+28) 560 552 571 605 613 586 566 
30 percent of indicated capability 30.0% 24.7% 25.5% 26.1% 26.3% 24.9% 23.9% 
1983 199] 1992 1993 1994 1995 1996 
a a ee er ll 
ENERGY GW.h 
31 Hydro 995 al Opt 904 884 
32 Steam 5,164 8,312 8,811 8,787 
33 Nuclear a = a Be 
34 Internal combustion = = 5 11 
35 Combustion turbine a ial 9 33 
36 Total 6,160 9,394 9,729 9,715 
37 Receipts — United States = = A = = Es = 
38 — Provinces 737 444 258 255 = - = 
39 Deliveries — Firm - United States = = = eB = = = 
40 — Firm - Provinces = st 4 = - = ie 
4] — Non-firm - United States = = = a5 
42 — Non-firm - Provinces 120 62 63 41 
43 Total available (36+37+38-39-40-41-42) 6,776 9,776 9,920 9,929 
44 Non-firm deliveries within province 162 ~ - - 
45 Losses — United States = = = = 
46 — Provinces 6 Be ie zs 
47 FIRMENERGY (43-44-45-46) 6,608 9,776 9,920 9,929 102332 10,495 10,705 
48 annual change 5.0% 1.5% 0.1% 3.1% 2.6% 2.0% 
Capability and Load, 1993 Puissance et l'appel maximal, 1993 
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Forecast - Prévision 
Annual Growth 


Augmentation annuel 


Winter - Hiver 
1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1993-94 1993-94 


1983 
SS SS Se ee ee EE ee ee eee ee ee |e ee eee ee 


NOUVELLE ECOSSE 


MW PUISSANCE MAXIMALE 

390 390 390 Hydraulique 
1,708 1,708 1,708 Vapeur 2 
- = ~ Nucléaire 3 
- - - Combustion interne 4 
222 222 392 Turbine a combustion 5 
56 56 56 Non spécifié 6 
2,376 PESTS 2,546 Ds 5% 9% Total i} 

Contyats de réceptions de puissance réguliére: 
- - - Etats-Unis 8 
- - — Provinces 9 

Contyats de livraisons de puissance réguliére: 
— - — Etats-Unis 10 
- - - Provinces 1] 
2,376 2,376 2,546 Total de puissance maximale net (7+8+9-10-11) 12 
— - - Pertes contractuelles — Etats-Unis 13 
= = - — Provinces 14 
2,376 2,376 2,546 noe 5% 9% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 

Production de puissance nette 1k 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces DA 
Appel maximal satisfait 22 
Puissance non satisfaite 8; 
Pertes — Etats-Unis 24 
— Provinces DS 
2,013 2,044 2,184 0% DES 3% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
Wee 1.5% 1.3% changement annuel 27 
180 183 205 Puissance réductible 28 
543 515 567 RESERVE (15-26+28) 29 
22.9% Bh 22.3% pourcentage de puissance maximale indiquée 30 


es 


1997 


1998 


2003 


GW.h ENERGIE 
Hydraulique 31 
Vapeur 52 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35) 
Total 36 
2 2 2 Réceptions — Etats-Unis a7 
= — ne — Provinces 38 
a Livraisons — Garantie - Etats-Unis 39 
= = 2 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
10,905 11,096 12,056 2% 2% 0% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
1.9% 1.8% 1.7% changement annuel 48 


yability and Load, 1993 
tistics Canada — Cat. No. 57-204 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 


NEW BRUNSWICK Winter - Hiver 


1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 
a ee ee eee oe ene Se in ye 
CAPABILITY Mw 
1 Hydro 924 934 934 934 934 934 934 
2 Steam 1702) Th Sha 1,556 BD, abfssab opee De NFL 2 ved. 
3 Nuclear - 640 640 635 635 635 635 
4 Internal Combustion 5 8 8 5 5 5 5 
5 Combustion Turbine 23 549 554 531 531 531 531 
6 Unspecified - 5 10 10 10 10 10 
7 Total 2,654 3,947 a) Ow 4,296 4,296 4,296 4,296 
Contracts for receipts of firm power: 
8 United States — 2 2 - - - - 
9 Provinces ~ 100 100 - - - — 
Contracts for deliveries of firm power: 
10 United Sates 300 183 183 133 119 119 119 
11 Provinces 20 445 445 445 445 450 450 
12 Total net capability (7+8+9-10-11) B , eevh 3,421 3,176 Shy, Tue 3, 782 3, 2) 2, WO 
13 Contractural losses © — United States 3 6 20 5 5 5 5 
14 — Provinces E 21 5 20 20 20 20 
15 INDICATED CAPABILITY (12-13-14) 29331 3,394 3,151 3,693 3,707 3,702 3,702 
16 ACTUAL CAPABILITY 3,352 
PEAK LOAD 
17 Net power generation 3,320 2,608 ones 
18 Receipts — United States - - - 
19 — Provinces 88 380 - 
20 Deliveries — United States 151 182 102 
| — Provinces 475 95 333 
22 Peak met 1,755 2,782 Da fila 2,839 
23 Load not met _ - = _ 
24 Losses — United States 10 1 2 2 
DS — Provinces 4 1 1 
26 INDICATED PEAK (22+23-24-25) 1,745 Dag 2,708 2,836 2,915 3,020 3,070 
27 annual change 6.0% -2.5% 4.7% 2.8% 3.6% 1 WB 
28 Curtailable load 32 49 92 92 92 92 
29 RESERVE (15-26+28) 586 649 492 949 884 774 724 
30 percent of indicated capability 25.1% 19.1% 15.6% 25.7% 23.8% 20.9% 19.6% 
1983 199] 1992 1993 1994 1995 1996 
eee eS ates SS Re TE ere eee eee ee 
ENERGY GW.h 
31 Hydro 3,104 2,970 3,011 3,057 
32 Steam 3,753 7,284 8,142 6,751 
33 Nuclear ; 4,759 5,440 4,833 5,323 
34 Internal combustion = = ex oa 
35 Combustion turbine - 67 Mal 23 
36 Total 11,616 15,761 16,007 15,154 
37 Receipts — United States 25 79 17 123 ~ - = 
38 — Provinces 4,107 3y483 3,164 1,518 - - - 
39 Deliveries —Firm - United States 2,470 2,238 1,247 1,518 830 750 830 
40 — Firm - Provinces 134 369 462 359 450 490 490 
4] — Non-firm - United States 2,795 853 528 359 
42 — Non-firm - Provinces a2 BD NIE By Alay: 668 
43 Total available (36+37+38-39-40-4 1-42) 3 2 13,640 13,919 13,891 
44 Non-firm deliveries within province - - = = 
45 Losses — United States 152 54 111 24 
46 — Provinces % 88 24 62 
47 FIRM ENERGY (43-44-45-46) 9,075 13,498 13,784 13,805 13,815 14,340 14,600 
48 annual change 5.1% gare 0.2% 0.1% 3.8% 1.8% 
Capability and Load, 1993 Puissance et l'appel maximal, 1993: 
Statistics Canada — Cat. No. 57-204 22 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Winter - Hiver 
1997-98 1998-99 2003-04 


MW 
934 934 934 
sisal Zen 2,136 
635 635 635 
5 5 5 
531 531 531 
10 10 10 
4,296 4,296 4,251 
119 119 ils) 
455 355 260 
Bee 3822 3,869 
5 5 5 
20 15 10 
3,697 3,802 3,854 
By uls 3,175 3,450 
SS: 1.9% ne 
92 92 92 
674 719 496 
SUIS 18.9% 12.9% 


Annual Growth 


Augmentation annuel 


1993-94 1998-99 2003-04 
1983 1993-94 1993-94 


NOUVEAU BRUNSWICK 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contrats de réceptions de puissance réguliére: 


Etats-Unis 
Provinces 


Contyats de livraisons de puissance réguliére: 
Etats-Unis 


Provinces 
Total de puissance maximale net (7+8+9-10-11) 
Pertes contractuelles — Etats-Unis 


— Provinces 
PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
PUISSANCE MAXIMALE REELLE 


L'APPEL MAXIMAL 
Production de puissance nette 


Réceptions — Etats-Unis 
— Provinces 

Livraisons — Etats-Unis 
— Provinces 


Appel maximal satisfait 

Puissance non satisfaite 

Pertes — Etats-Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (22+23-24-25) 
changement annuel 


Puissance réductible 


RESERVE (15-26+28) 
pourcentage de puissance maximale indiquée 


i ee 


: 19977 1998 2003 


GW.h 
830 830 850 
530 530 Sp 
| 
| 14,815 15,090 16,410 
| GSES 1.9% 1.7% 


tistics Canada — Cat. No. 57-204 


83 


1 


1993 
9 


23 


ENERGIE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 


Total 
Réceptions — Etats-Unis 
— Provinces 
Livraisons — Garantie - Etats-Unis 


— Garantie - Provinces __ 
— Non garantie - Etats-Unis 
— Non garantie - Provinces 


Total disponible (36+37+38-39-40-41-42) 


Livraisons non garanties intérieures 
Pertes — Etats-Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 


changement annuel 


jability and Load, 1993 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
QUEBEC Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


CAPABILITY MW 
1 Hydro 20,893 26,373 28,157 28,955 30,256 30,935 31,244 
2 Steam 620 500 625 625 625 625 625 
3 Nuclear ; 645 — 675 675 675 675 675 
4 Internal Combustion 97 60 55 56 56 56 56 
5 Combustion Turbine 261 362 657 886 886 886 886 
6 Unspecified - - 24 67 163 263 366 
7 Total 22,516 27,295 30,193 31,264 32,661 33,440 33,852 

Contracts for receipts of firm power: 
8 United States 1 400 475 75 75 51 25 
9 Provinces 5,095 5,526 5,500 5,464 5,464 5,454 5,143 

Contracts for deliveries of firm power: 
10 United Sates = 247 276 276 276 319 344 
il Provinces 60 72 156 56 56 56 56 
12 Total net capability (7+8+9-10-11) 27,552 32,802 35,736 36,471 37,868 38,570 38,620 
13 Contractural losses © — United States = 8 15 15 15 18 19 
14 — Provinces 3 6 9 3 3 3 3 
15 INDICATED CAPABILITY (12-13-14) 27,549 32,788 B52 36,453 37,850 38,549 38,598 
16 ACTUAL CAPABILITY 35,249 

PEAK LOAD 
17 Net power generation 24,257 25,747 25,747 
18 Receipts — United States 756 75 75 
19 aes — Provinces 5,526 5,085 5,464 
20 Deliveries — United States 247 276 276 
21 — Provinces Le) 154 56 
22 Peak met 21,569 30,120 30,477 30,954 
23 Load not met - 998 - - 
24 Losses — United States 8 18 18 
25 — Provinces 103 6 10 4 
26 INDICATED PEAK (22+23-24-25) 21,466 31,104 30,449 30,932 33,468 34,248 35,008 
27 annual change 4.7% -2.1% 1.6% 8.2% 2.3% 2.2% 
28 Curtailable load 1,000 al Calo 1,670 1,670 1,670 1,780 
29 RESERVE (15-26+28) 6,083 2,684 6,673 7,191 6,052 5,971 5,370 
30 percent of indicated capability 22.1% 8.2% 18.7% 19.7% 16.0% 15.5% 13.9% 

1983 1991 1992 1993 1994 1995 1996 
rm a 
ENERGY GW.h 

31 Hydro 108,416 138,550 141,983 150,048 
32 Steam -31 291 897 36 
33 Nuclear 1,987 3,910 4,600 4,807 
34 Internal combustion 169 238 252 250 
35 Combustion turbine -3 3 6 25 
36 Total IO, SSC 142, 992) “dary7ae. “ASS ee 
37 Receipts — United States 8 730 1,388 684 500 500 300 
38 — Provinces 31,234 27,874 Dee 30,192 32,000 32,000 32,100 
39 Deliveries — Firm - United States 3,064 4,405 7,012 8,092 8,100 8,500 8,400 
40 — Firm - Provinces 3,676 3,914 3,491 1, wee 500 500 500 
41 — Non-firm - United States 7,165 1,552 1,844 4,916 
42 — Non-firm - Provinces 6,115 195 261 1,003 
43 Total available (36+37+38-39-40-4 1-42) U2UATGOMILel530 es ,250) | azonsoe 
44 Non-firm deliveries within province 2 CONS - 440 100 
45 Losses — United States Ms 269 500 500 
46 — Provinces 1,446 172 190 70 
47 FIRM ENERGY (43-44-45-46) L778 89) Memo ROSS NTE 4 em | 7Omose 178,000 182,800 186,600 
48 annual change 4.0% 1.9% 3.7% 4.6% 2.7% 2.1% 
Capability and Load, 1993 Puissance et l'appel maximal, 1993 


Statistics Canada — Cat. No. 57-204 24 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
; , Annual Growth é 
Winter - Hiver Augmentation annuel QUEBEC 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 


MW PUISSANCE MAXIMALE 
31,250 oy 287 34,557 Hydraulique ] 
625 625 625 Vapeur 2 
675 675 675 Nucléaire 3} 
57 58 61 Combustion interne 4 
886 886 886 Turbine a combustion 5 
500 500 496 Non spécifié 6 
33,993 34,031 37,300 3.3% th, 18S 1.8% Total 7 
Contyats de réceptions de puissance réguliére: 
25 25 25 Etats-Unis 8 
5,133 5,023 4,873 Provinces 
Contyats de livraisons de puissance réguliére: 
344 344 287 Etats-Unis 10 
56 56 - Provinces 1] 
38,751 38,679 40,911 Total de puissance maximale net (7+8+9-10-11) 12 
19 19 71 Pertes contractuelles — Etats-Unis 13 
3 3 - — Provinces 14 
38,729 38,657 40,840 2.8% eos Th gail PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
| Appel maximal satisfait 22 
| Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
— Provinces 2S 
35,968 36,738 39,048 Bars 3.5% 2.4% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
2.7% 2.1% 1.2% changement annuel De 
1,780 1,780 1,780 Puissance réductible 28 
4,541 3,699 3,572 RESERVE (15-26+28) 29 
11.7% 9.6% 8.7% pourcentage de puissance maximale indiquée 30 
ce a ea ee ee ene Skene ts SSS Oe eee 
1997 1998 2003 1993 - 1998 2003 
| 1983 1993 1993 
ce ee 
GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
200 200 200 Réceptions — Etats-Unis 37 
32,000 31,900 31,300 — Provinces 38 
9,200 10,400 7,400 Livraisons — Garantie - Etats-Unis 39 
500 500 = — Garantie - Provinces 40 
— Non garantie - Etats-Unis _ 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
| 192,000 197,600 201,300 hs 3.0% ales 7B ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
2.9% 2.9% 0.4% changement annuel 48 
pability and Load, 1993 Puissance et l'appel maximal, 1993 


\tistics Canada — Cat. No. 57-204 25 Statistique Canada — No. 57-204 au Cat. 


CAPABILITY MW 
1 Hydro Wee TpelgT9 pase 7,240 7,250 7,288 7,304 
2 Steam 9,390 11,649 Diy wier 11,258 9,152 9,202 9,202 
3 Nuclear 5,764 12,502 12,402 14,164 14,164 13,395 13,395 
4 Internal Combustion 8 10 10 9 9 9 9 
5 Combustion Turbine 306 420 998 998 1,280 1,382 1,693 
6 Unspecified - ~ - - 34 39 71 
7 Total D2 onkn 31,760 31,905 33,669 31,889 Bivens Baier 4 

Contracts for receipts of firm power: 
8 United States 2 = = 30 30 30 30 
9 Provinces 60 255 330 55 55 55 55 

Contracts for deliveries of firm power: 
10 United Sates 467 ital = = _ = = 
11 Provinces - - ~— - - - - 
12 Total net capability (7+8+9-10-11) 22,206 31,903 32,235 33,754 31,974 31,400 31,759 
13 Contractural losses © — United States - - ~ - - 
14 — Provinces - = - - - = — 
15 INDICATED CAPABILITY (12-13-14) 22,206 31,903 32,235 33,754 31,974 31,400 31,759 
16 ACTUAL CAPABILITY 30,320 

PEAK LOAD 
17 Net power generation 24,267 23,089 28,870 
18 Receipts — United States 280 64 70 
19 — Provinces 300 291 57 
20 Deliveries — United States 751 414 a) asa 
DS — Provinces — 3 - 
22 Peak met 19,818 24,096 E3027) 25,246 
23 Load not met - - ~ - 
24 Losses — United States 
ES — Provinces = ~ 
26 INDICATED PEAK (22+23-24-25) 19,818 24,096 23,027 25,246 24,069 24,544 24,863 
27 annual change 2.5% -4.4% 9.6% =4.7% Buoe 1.3% 
28 Curtailable load 268 Bus 561 550 550 550 
29 RESERVE (15-26+28) 2,388 8,075 9,581 9,069 8,455 7,406 7,446 
30 percent of indicated capability 10.8% 2EAS 29.7% 26.9% 26.4% 23.6% 23.4% 
1983 199] 1992 1993 1994 1995 1996 
a ee ee ee 
ENERGY GW.h 

31 Hydro 40,443 Biaawed 40,146 40,693 
32 Steam 36,949 32423 31,958 Dy ND 
33 Nuclear 39,472 OMS 66,586 78,498 
34 Internal combustion 1 2 2 3 
35 Combustion turbine 902 1,001 1,703 BO 
36 Total wal GS) aA, CEN 140,395 143,389 
37 Receipts — United States 369 3,684 4,166 2,765 163 163 163 
38 — Provinces S746 Beos7 2,390 1,579 482 482 482 
39 Deliveries — Firm - United States 4,157 233 264 244 = = = 
40 — Firm - Provinces = = = 7 2 ” 
4] — Non-firm - United States 8,049 4,538 5,039 6,913 
42 — Non-firm - Provinces 6 150 333 AG) 
43 Total available (36+37+38-39-40-4 1-42) ane 6cM N43 000 | 4d sas Adonai 
44 Non-firm deliveries within province - - = = 
45 Losses — United States 
46 — Provinces 
47 FIRM ENERGY (43-44-45-46) ID Gy \ GA WOO) sl cyiisy GWA, 141,949 142,021 145/205 
48 annual change 3.0% =1,2% -0.7% Th ae 0.1% 2.2% 


FGETS Te 7 ce ee ee RES ee ee 


ONTARIO 


Capability and Load, 1993 
Statistics Canada — Cat. No. 57-204 


Actual - Réel 
Winter - Hiver 


1983 


1991-92 1992-93 1993-94 
STEERS coecaecaarieeaean earner ee ee eee eee er ne ene | 


26 


Forecast - Prévision 


1994-95 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


1995-96 1996-97 


| 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel ONTARIO 
1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
| ~ 1983” 1993-94 1993-04 


—_— 


MW PUISSANCE MAXIMALE 
| 7h, 37 fase? 8,105 Hydraulique 1 
| 9,202 9,202 9,202 Vapeur 2 
13,805 12 SS 12,626 Nucléaire 3 
9 9 9 Combustion interne 4 
| as es 1,729 Turbine a combustion 5 
96 96 96 Non spécifié 6 
31,748 31,748 Bile 77 Aus) =eOse  -OnGy Total Vi 
Contyats de réceptions de puissance réguliére: 
30 30 = Etats-Unis 8 
: 55 255 ~ Provinces 9 
Contyats de livraisons de puissance réguliére: 
. - - - Etats-Unis 10 
- = = Provinces 11 
! 31,833 32,033 31,767 Total de puissance maximale net (7+8+9-10-11) 12 
| - ~ - Pertes contractuelles — Etats-Unis 13 
- - — Provinces 14 
31,833 32,033 31,767 AS ALO Slots PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette i17/ 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait oD 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces DS; 
25,108 25,306 26,704 2.5% 0.0% 0.6% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.0% 0.8% 1.1% changement annuel wy 
550 550 550 Puissance réductible 28 
Tp27S CNTY, 5612 RESERVE (15-26+28) 29 
22.9% Dif 17.7% pourcentage de puissance maximale indiquée 30 
1997 1998 2003 1993 1998 2003 
1983 1993 1993 
Se ee es a ee es a 
GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35) 
Total 36 
163 163 = Réceptions — Etats-Unis Sy 
482 1,884 1,167 — Provinces 38 
= = Livraisons — Garantie - Etats-Unis 39 
= x = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
147,418 149,972 160,666 A 163% 1.4% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
1.5% Nee: 1.4% changement annuel 48 
bability and Load, 1993 Puissance et l'appel maximal, 1993 
tistics Canada — Cat. No. 57-204 oF, Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
MANITOBA Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


CAPABILITY MW 
1 Hydro 3,502 4,546 4,676 4,943 4,943 4,943 4,943 
2 Steam 416 DDS, 316 347 347 347 DDS 
3 Nuclear : iS = = fe SS = = 
4 Internal Combustion 31 16 Ly 18 18 18 18 
5 Combustion Turbine 24 - = = = = = 
6 Unspecified - - - _ - Sos - 
7 Total 3,973 4,785 5,009 5,308 5,308 5,308 5,184 
Contracts for receipts of firm power: 
8 United States 300 300 300 = = 300 500 
9 Provinces — - - - - — - 
Contracts for deliveries of firm power: 
10 United Sates = 375 150 500 500 500 500 
1] Provinces 15 242 200 = = = = 
12 Total net capability (7+8+9-10-11) 4,258 4,468 4,959 4,808 4,808 5,108 5,184 
13 Contractural losses © — United States 3 wy Pe st im Ps = 
14 — Provinces re - Hi = = = = 
15 INDICATED CAPABILITY (12-13-14) 4,255 4,468 4,959 4,808 4,808 5,108 5,184 
16 ACTUAL CAPABILITY 4,472 
PEAK LOAD 
17 Net power generation 4,280 4,413 4,636 
18 Receipts — United States - - - 
19 — Provinces 132 129 124 
20 Deliveries — United States 522 678 1,016 
21 — Provinces 407 377 136 
22 Peak met 2,913 3,483 3,487 3,608 
23 Load not met = = _ 50 
24 Losses — United States 61 48 55 83 
Ds, — Provinces ely/ cial NGL 
26 INDICATED PEAK (22+23-24-25) 2,852 3,398 3,401 3,564 3,633 3,690 B74 
27 annual change 2.2% 0.1% 4.8% 1.9% 1.6% 2.3% 
28 Curtailable load 50 50 50 
29 RESERVE (15-26+28) 1,403 1,070 1,558 1,244 1,225 1,468 1,460 
30 percent of indicated capability 33.0% 23.9% 31.4% 25.9% 25.5% 28.7% 28.2% 
1983 1991 1992 1993 1994 1995 1996 
a 
ENERGY GW.h 
31 Hydro 21,893 22,543 26,433 26,891 
32 Steam 136 300 315 241 
33 Nuclear ; a = = = 
34 Internal combustion 53 28 34 oF 
35 Combustion turbine = = = = 
36 Total 22,082 22,871 26,782 27,159 
37 Receipts — United States 19 289 dla 196 - 88 323 
38 — Provinces 1223 975 1,135 925 = = = 
39 Deliveries — Firm - United States 467 812 1,138 3,466 4,766 4,292 4,448 
40 — Firm - Provinces 388 1,209 1,619 188 = ~ - 
41 — Non-firm - United States 5,527 2,675 Sete 3,893 
42 — Non-firm - Provinces Bh WAP 1,426 1,697 ZF so 
43 Total available (36+37+38-39-40-4 1-42) 14,790 18,013 18,362 18,603 
44 Non-firm deliveries within province 38 - - - 
45 Losses — United States 882 299 572 611 
46 — Provinces ue 153 276 aa) 
47 FIRMENERGY (43-44-45-46) 13,870 17,561 17,514 17,815 18,440 18,671 19,002 
48 annual change 3.0% -0.3% 1.7% 3.5% 1.3% 1.8% 
Capability and Load, 1993 Puissance et l'appel maximal, 1993 


Statistics Canada — Cat. No. 57-204 28 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel MANITOBA 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1993-94 1993-94 


MW PUISSANCE MAXIMALE 
4,943 4,943 4,943 Hydraulique i 
223 223 223 Vapeur 2 
- - - Nucléaire 3 
18 18 18 Combustion interne 4 
- - - Turbine a combustion 5 
= = = Non spécifié 6 
5,184 5,184 5,184 BahS Oa =e). BE. Total i 
Contrats de réceptions de puissance réguliére: 
500 500 500 Etats-Unis 8 
- - ~ Provinces ) 
Contyats de livraisons de puissance réguliére: 
500 500 500 Etats-Unis 10 
= 200 — Provinces 1] 
5,184 4,984 5,184 Total de puissance maximale net (7+8+9-10-11) 12 
sa Pertes contractuelles — Etats-Unis 13 
= ae - — Provinces 14 
5,184 4,984 5,184 1.2% 0.7% 0.8% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces ng 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite 28 
Pertes — Etats-Unis 24 
— Provinces WS, 
3,842 3,905 4,191 2235 1.8% 1.6% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.8% 1.6R 1.4% changement annuel Di 
| 50 50 50 Puissance réductible 28 
1,392 de gizo 1,043 RESERVE (15-26+28) 29 
26.9% 22.7% 20.1% pourcentage de puissance maximale indiquée 30 
a 
; 1997 1998 2003 1993 1998 2003 
| 1983 1993 1993 
FI 
) GW.h ENERGIE 
| Hydraulique 31 
. Vapeur 32 
Nucléaire 33 
| Combustion interne 34 
Turbine a combustion 35) 
Total 36 
439 439 439 Réceptions — Etats-Unis 37 
a3 - oe — Provinces 38 
2), ae 3724 Be724 Livraisons — Garantie - Etats-Unis 39 
- 234 pals — Garantie - Provinces 40 
| — Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
19,612 19,911 21,582 2.5% Dy I 1.9% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 3.2% 1.5% 1.6% changement annuel 48 
ability and Load, 1993 Puissance et l'appel maximal, 1993 


istics Canada — Cat. No. 57-204 29 Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 


SASKATCHEWAN Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 
nee ee nnn oniy Suna eT Sy ee ee 
CAPABILITY MW 

1 Hydro 592 847 847 847 847 847 847 
2 Steam TMBS OY  eeaa 1,790 1,852 1,852 1,852 1,852 
3 Nuclear = = = = = = = 
4 Internal Combustion 16 3 2 2 2 2 2 
5 Combustion Turbine 115 136 136 136 136 136 136 
6 Unspecified - - - = 40 40 40 
7 Total 2,581 2627, 29775 BeS7 2,877 2,877 2,877 

Contracts for receipts of firm power: 
8 United States = 150 100 100 100 100 100 
9 Provinces 15 157 157 150 125 125 125 


Contracts for deliveries of firm power: 
10 United Sates = = = = = = 24 
1] Provinces 3 al il - 125 125 125 


12 Total net capability (7+8+9-10-11) 2,593 2,933 B/030 3,087 2,977 2,977 BAO 

13 Contractural losses — United States - - - - - ~ ~ 

14 — Provinces a. 25 at _ - , ey 

15 INDICATED CAPABILITY (12-13-14) 2,593 2,933 ch, (eh 3,087 2,977 Dy S74) 2,977 

16 ACTUAL CAPABILITY Gay 

PEAK LOAD 

17 Net power generation 2,062 Pp cual 2, ere 

18 Receipts — United States 112 16 18 

19 — Provinces 60 28 aya 

20 Deliveries — United States - - - 

2) — Provinces - _ - 

22 Peak met Zp ala 2,234 2,455 2,482 

23 Load not met 89 — - _ 

24 Losses — United States - ~ — 

25 — Provinces _ - = 

26 INDICATED PEAK (22+23-24-25) 2,200 2,234 2,455 2,482 2,509 2,547 2,597 

27 annual change 0.2% 9.9% 1.1% 1.1% 1.5% 2.0% 

28 Curtailable load 156 150 153 153 

29 RESERVE (15-26+28) 393 699 576 761 618 583 533 

30 percent of indicated capability 15.2% 23.8% 19.0% 24.7% 20.8% 19.6% 17.9% 
1983 1991 1992 1993 1994 1995 1996 


a Se ee ee ee 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts — United States 


— Provinces 

— Firm - United States 

— Firm - Provinces 

— Non-firm - United States 
— Non-firm - Provinces 


Total available (36+37+38-39-40-4 1-42) 


Non-firm deliveries within province 
Losses — United States 
— Provinces 


FIRM ENERGY (43-44-45-46) 


Deliveries 


Capability and Load, 1993 
Statistics Canada — Cat. No. 57-204 


GW.h 


23 S99: 


13,914 


30 


15,472 


16 
88 


15,604 


AAG 
88 


15,814 


annual change 3.3% 5.1% 4.1% 1.6% 0.9% sie 


Puissance et I'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
' : Annual Growth 
Winter - Hiver Augmentation annuel SASKATCHEWAN 


1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
. ~ 1983 1993-94 1993-94 
Fe es ne ee eee 


MW PUISSANCE MAXIMALE 
847 847 847 Hydraulique J 
1,852 1,852 1,852 Vapeur 2 
— - ~ Nucléaire B 
2 2 2 Combustion interne 4 
136 136 186 Turbine a combustion 5 
40 40 90 Non spécifié 6 
27 8a7 2,877 2,977 1.0% 0.3% 0.5% Total 7 
Contrats de réceptions de puissance réguliére: 
100 100 ~ Etats-Unis 8 
125 125 125 Provinces 9 
| Contyats de livraisons de puissance réguliére: 
i ee Etats-Unis 10 
125 125 125 Provinces 1] 
2,977 2,977 2,977 Total de puissance maximale net (7+8+9-10-11) 1D 
_ ~ - Pertes contractuelles — Etats-Unis 13 
be i — Provinces 14 
2,977 25 O77 2,977 Wee SOs e Onc PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
| Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 1) 
Livraisons — Etats-Unis 20 
— Provinces on 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
— Provinces 25 
2,619 2,637 2,760 Ne ines il ake APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
0.8% 0.7% 0.9% changement annuel 23) 
153 153 153 Puissance réductible 28 
511 493 370 RESERVE (15-26+28) 29 
i728 16.6% 12.4% pourcentage de puissance maximale indiquée 30 
1997 1998 2003 199 1998 200 


3 8 
1983 1993 1993 


 GW.h ENERGIE 
| Hydraulique 3] 
Vapeur 32 
| Nucléaire 33 
| Combustion interne 34 
Turbine a combustion 35 
Total 36 
88 88 - Réceptions — Etats-Unis 37 
32 35 52 — Provinces 38 
88 88 = Livraisons — Garantie - Etats-Unis 39 
wl is ds — Garantie - Provinces 40 
— Non garantie - Etats-Unis 41 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
15,927 16,092 16,936 3.6% al ale il ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 0.7% 1.0% 1.0% changement annuel 48 
pability and Load, 1993 Puissance et I'appel maximal, 1993 
Bis Canada — Cat. No. 57-204 Si Statistique Canada — No. 57-204 au Cat. 


8 


ENERGY GW.h 


Sa aa re rt rn ee 


ALBERTA 


CAPABILITY Mw 


Hydro 

Steam 

Nuclear 

Internal Combustion 
Combustion Turbine 
Unspecified 

Total 


Contracts for receipts of firm power: 
United States 
Provinces 


Contracts for deliveries of firm power: 
United Sates 
Provinces 


Total net capability (7+8+9-10-11) 


Contractural losses — United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 
ACTUAL CAPABILITY 


PEAK LOAD 
Net power generation 


Receipts — United States 
— Provinces 

Deliveries — United States 
— Provinces 

Peak met 

Load not met 

Losses — United States 
— Provinces 


INDICATED PEAK (22+23-24-25) 
annual change 


Curtailable load 


RESERVE (15-26+28) 
percent of indicated capability 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 


Total 
Receipts — United States 

— Provinces 
Deliveries | — Firm - United States 


— Firm - Provinces 

— Non-firm - United States 

— Non-firm - Provinces 
Total available (36+37+38-39-40-4 1-42) 


Non-firm deliveries within province 
Losses — United States 

— Provinces 
FIRM ENERGY (43-44-45-46) 
annual change 


Capability and Load, 1993 
Statistics Canada — Cat. No. 57-204 


Actual - Réel 
Winter - Hiver 


1983 


4,867 


1983 


29,174 


1991-92 1992-93 1993-94 


199) 


1992 


1993 


Forecast - Prévision 


1994-95 1995-96 1996-97 
a le er 


77 U27. 
Bh T 


631 


eo PENT 
25 De 


1994 


7,363 
3).3% 


650 


ZyO2S 
23.2% 


1995 


1,539 
2.4% 


657 


1,936 
22.0% 


1996 


2,030 17563 1,808 
40,364 43,784 44,261 
30 28 20 
27106 2,250 2p215 
44,530 47,625 48,364 
2 2 2 <3 = a 
212 233 683 re = = 
48 at at = fe — 
463 1,833 1,858 
44,234 46,026 47,190 
BEEZ 891 891 
44,122 45,135 46,299 48,176 49,692 50,687 
Deeks 2.3% 2.6% 4.1% Shatis 2.0% 


3 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


: 


Forecast - Prévision 


Annual Growth 
Augmentation annuel 


Winter - Hiver 
1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 
(eta n catstcesot hl UidEEa Mk  ce ARiD Nedo sts Gi lS a. 5 NL i 2 Se a ee 


ALBERTA 


. 
; 


MW PUISSANCE MAXIMALE 

819 819 819 Hydraulique 1 
7,383 7,383 6,533 Vapeur 2 
- ~ - Nucléaire 3 
| 46 46 46 Combustion interne 4 
| 445 445 351 Turbine a combustion 5 
| 175 225 1,625 Non spécifié 6 
| 8,868 8,918 9,374 Pe als 1.5% BO Total a 

| Contyats de réceptions de puissance réguliére: 
= ~ ~ Etats-Unis 8 
| ~ - ~ Provinces 9 

| Contyats de livraisons de puissance réguliére: 
| - - ~ Etats-Unis 10 
| - - - Provinces 1] 
8,868 8,918 9,374 Total de puissance maximale net (7+8+9-10-11) 12 
- ~ - Pertes contractuelles — Etats-Unis be 
— — - — Provinces 14 
8,868 8,918 9,374 2s 1.5% 2s PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 

Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 2)| 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces aS, 
Tig HOD 7,880 8,588 3.5% 258% 23% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
Bade 2.3% eg changement annuel 27 
660 675 691 Puissance réductible 28 
1,827 Whe ly Cg) RESERVE (15-26+28) 29 
20.6% 19.2% 15.8% pourcentage de puissance maximale indiquée 30 


oo eeeeeeeeeeeeeeeeeseseaeoeowowNNN 


1997 1998 2003 1993 1998 2003 
| 1983 1993 1993 
SS ee ee ee ee eee 
GW.h ENERGIE 
Hydraulique 3 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
| Turbine a combustion 35 
Total 36 
| ta a = Réceptions — Etats-Unis 37 
is = — Provinces 38 
é = = Livraisons — Garantie - Etats-Unis 39 
| = ~ - — Garantie - Provinces 40 
| — Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
| Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
; — Provinces 46 
51,446 52,459 56,142 4.7% 2.5% 1.9% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
1.5% 2.0% 1.4% changement annuel 48 
ability and Load, 1993 Puissance et l'appel maximal, 1993 
tistics Canada — Cat. No. 57-204 Bs Statistique Canada — No. 57-204 au Cat. 


Actual - Réel _ Forecast - Prévision 
BRITISH COLUMBIA Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


SS g§g§g€¢g€§g(‘g§§= = EEE —————————————————————————— EEE E———————————— a”: 


CAPABILITY MW 
1 Hydro 9,318 10,699 10,734 10,687 10,459 10,693 10,698 
2 Steam 1,265 478 558 550 550 550 550 
3 Nuclear = Jes = = = = = 
4 Internal Combustion 113 94 73 69 69 69 69 
5 Combustion Turbine 337 140 140 151 151 151 151 
6 Unspecified - - - 167 176 206 206 
7 Total 11,033 Biba 11,505 sal, ou 11,405 11,669 11,674 


Contracts for receipts of firm power: 
8 United States 2 = es = = es = 
9 


Provinces — ~ _ - - - - 
Contracts for deliveries of firm power: 

10 United Sates 4 202 402 402 402 202 203 

1] Provinces q 31 a 1 al iL 1 

12 Total net capability (7+8+9-10-11) 11,028 ali, Dials aOR, 1G, DAI 11,002 11,466 11,470 

13 Contractural losses | — United States fe 14 28 28 28 14 14 

14 — Provinces aa ae rae st ~ ; es 

15 INDICATED CAPABILITY (12-13-14) 11,028 sak, acy 11,074 ial, aWe\e) 10,974 11,452 11,456 

16 ACTUAL CAPABILITY 11,193 

PEAK LOAD 

17 Net power generation 9,847 10,328 10,207 

18 Receipts — United States 101 64 103 

19 — Provinces 15 - 35 

20 Deliveries — United States 963 279 295 

21 — Provinces 30 Dy 38 

22 Peak met 8,151 8,970 10,086 10,012 

23 Load not met = = = & 

24 Losses — United States 30 67 20 21 

DS — Provinces 2 2 3 

26 INDICATED PEAK (22+23-24-25) 8,121 8,901 10,064 9,988 MO, SOD 10,483 10,690 

27 annual change a, 13.1% -0.8% eae 1.8% 2.0% 

28 Curtailable load 

29 RESERVE (15-26+28) 2,907 2,293 1,010 205 673 969 766 

30 percent of indicated capability 26.4% 20.5% 9.1% 10.8% 6.1% 8.5% 6.7% 
1983 199] 1992 1993 1994 1995 1996 

eel le ZG 

ENERGY GW.h 

31 Hydro 44,822 60,197 60,664 53,174 

32 Steam 2,107 2,980 4,079 6,224 

33 Nuclear ; = = = = 

34 Internal combustion 230 185 80 69 

35 Combustion turbine -28 TD 18 193 

36 Total AUT abies 63,374 64,841 59,660 

37 Receipts — United States 2,251 1,188 692 3,633 - - - 

38 — Provinces 194 421 eit 1,842 877 404 RV 

39 Deliveries — Firm - United States 14 1,099 2,506 1,889 2,355 1,506 341 

40 — Firm - Provinces 5 10 4 Pa 2 2 D 

4] — Non-firm - United States 4,620 5,986 6,700 3,362 

42 — Non-firm - Provinces 335 La) 101 251 

43 Total available (36+37+38-39-40-41-42) 44,602 Sa, aka 58,034 59,612 

44 Non-firm deliveries within province = = = 225 

45 Losses — United States 215 318 435 148 

46 — Provinces as 23) 13 ag) 

47 FIRM ENERGY (43-44-45-46) 44,387 57,360 57,586 59,222 61,324 62,551 63,769 

48 annual change 3.3% 0.4% 2.8% 3.5% 2.0% 1.9% 


Capability and Load, 1993 Puissance et l'appel maximal, 1993 
Statistics Canada — Cat. No. 57-204 34 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 


Winter - Hiver Augmentation annuel COLOMBIE BRITANNIQUE 
1997-98 1998-99 2003-04 1993-94 1998-99 2003-04 
1983 1993-94 1993-94 
A ee een eS Eee INL a ol ee ee ee 
MW PUISSANCE MAXIMALE 
11,238 11,238 11,500 Hydraulique l 
| 550 770 770 Vapeur 2D 
| - - ~ Nucléaire 3 
| 69 69 69 Combustion interne 4 
| 151 151 151 Turbine a combustion 5 
| 206 206 206 Non spécifié 6 
12,214 12,434 12,696 0.5% eas 0.9% Total i 
Contyats de réceptions de puissance réguliére: 
- 120 1,340 Etats-Unis 8 
| z - x Provinces 4 
| Contrats de livraisons de puissance réguliére: 
203 203 205 Etats-Unis 10 
ail 1 1 Provinces 11 
12,010 12,350 13,830 Total de puissance maximale net (7+8+9-10-11) 12 
14 14 14 Pertes contractuelles — Etats-Unis 13 
| ; ss om — Provinces 14 
| 11,996 12,336 13,816 0.1% 2.0% Dele PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
| Production de puissance nette G7 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 2) 
Appel maximal satisfait 22 
Puissance non satisfaite D8 
Pertes — Etats-Unis 24 
— Provinces 25 
10,914 11,155 2273 As DOSS 2s APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
2.1% 2.2% 1.9% changement annuel ay 
Puissance réductible 28 
1,082 1,181 y Sa8 RESERVE (15-26+28) 29 
9.0% 9.6% 11.2% pourcentage de puissance maximale indiquée 30 
ee 
1997 1995 20038 1993 1998 2003 
| 1983 1993 1993 
ee SSSSSSSSSssssssSsSse 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 52 
Nucléaire 338) 
Combustion interne 34 
Turbine a combustion 35) 
Total 36 
a e s Réceptions — Etats-Unis 37 
1 1 1 — Provinces 38 
342 342 347 Livraisons — Garantie - Etats-Unis 39 
2 2 2 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
65,090 66,489 73,038 2.9% Deas Dis ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
ae Pike eee changement annuel 48 
ability and Load, 1993 Puissance et l'appel maximal, 1993 
35 Statistique Canada — No. 57-204 au Cat. 


tistics Canada — Cat. No. 57-204 


Annual Growth 


YUKON Winter - Hiver 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 
a le i 
CAPABILITY MW 
1 Hydro 58 47 55 78 78 78 78 
2 Steam = = = ~ ee ” ae 
3 Nuclear Les = a ae bt i 
4 Internal Combustion 40 51 54 57 57 60 62 
5 Combustion Turbine 5 = = = = = = 
6 Unspecified = = S me = = 2 
qd whotal 103 98 109 135 135 138 140 
Contracts for receipts of firm power: 
8 United States Lis = a E 2s 
9 Provinces = = = = = = = 
Contracts for deliveries of firm power: 
10 United Sates L ee = = i it a 
11 Provinces = = = = a - 
12 Total net capability (7+8+9-10-11) 103 98 109 135 135 138 140 
13 Contractural losses | — United States = = = = = = = 
14 — Provinces = a! = as es ali a 
15 INDICATED CAPABILITY (12-13-14) 103 98 109 135 135 138 140 
16 ACTUAL CAPABILITY Alpal 
PEAK LOAD 
17 Net power generation 84 78 57 
18 Receipts — United States = - = 
19 — Provinces = = i 
20 Deliveries — United States = = = 
21 — Provinces = = As 
22 Peak met 41 84 78 57 
23 Load not met = = a = 
24 Losses — United States = = = 
D5 — Provinces = = = 
26 INDICATED PEAK (22+23-24-25) 41 84 78 57 55 53 48 
27 annual change 9.4% Spt -26.9% -3.5% -3.6% -9.4¢ 
28 Curtailable load 
29 RESERVE (15-26+28) 62 14 31 78 80 85 92 
30 percent of indicated capability 60.2% 14.3% 28.4% 57.8% 59.3% 61.6% 65.7% 
1983 199] 1992 1993 1994 1995 1996 
SaISEnSEESEcSnieeaerananeeeneeemaemeeeee ee 
ENERGY GW.h 
31 Hydro 222 405 419 289 
32 Steam - a S = 
33 Nuclear bt ie a Be 
34 Internal combustion Balk 56 61 48 
35 Combustion turbine “7 a iss ow 
36 Total 243 461 480 337 
37 Receipts — United States = = i = a! 
38 — Provinces = = = » = = Es 
39 Deliveries — Firm - United States fas = = es = re 
40 — Firm - Provinces = = = a = ~ ie" 
4] — Non-firm - United States = = = = 
42 — Non-firm - Provinces - = = - 
43 Total available (36+37+38-39-40-41-42) 243 461 480 337 
44 Non-firm deliveries within province _ ~ = = 
45 Losses — United States se ss 2 
46 — Provinces be at © e 
47 FIRMENERGY (43-44-45-46) 243 461 480 aay 260 253 254 
48 annual change 8.3% 4.1% -29.8% -22.8% -2.7% 0.4% 
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Capability and Load, 1993 
Statistics Canada — Cat. No. 57-204 


Actual - Réel 


36 


Forecast - Prévision 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


| 


1997-98 


Pp 
bb 
i) 


25g le 


Winter - Hiver 
1998-99 2003-04 


Forecast - Prévision 


Annual Growth 


1993-94 1998-99 2003-04 
1983 1993-94 1993-94 


78 78 
65 66 
143 144 74 IES Ib SARS 0.6% 
143 144 
143 144 221s 1, lis 0.6% 
79 83 3553S! ie We5 3.8% 
1.3% 105 
64 61 
44.8% 42.4% 


Augmentation annuel 


YUKON 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 
Non spécifié 

Total 


Contyats de réceptions de puissance réguliére: 
Etats-Unis 
Provinces 


Contyats de livraisons de puissance réguliére: 
Etats-Unis 
Provinces 


Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles - Etats-Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
PUISSANCE MAXIMALE REELLE 


L'APPEL MAXIMAL 
Production de puissance nette 


Réceptions — Etats-Unis 
— Provinces 

Livraisons — Etats-Unis 
— Provinces 


Appel maximal satisfait 

Puissance non satisfaite 

Pertes — Etats-Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (22+23-24-25) 
changement annuel 


Puissance réductible 


RESERVE (15-26+28) 
pourcentage de puissance maximale indiquée 


\O co 


ee 


t 
— eee 
7 


1997 1998 2003 1993 1998 2003 
1983 199 1993 
 GW.h 

435 437 465 3.3% 5.3% 3.3% 

| Celery & 0.5% nied: a 

ability and Load, 1993 


istics Canada — Cat. No. 57-204 37 


ENERGIE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 


Total 
Réceptions = Etats-Unis 
— Provinces 
Livraisons — Garantie - Etats-Unis 


— Garantie - Provinces 
— Non garantie - Etats-Unis 
— Non garantie - Provinces 


Total disponible (36+37+38-39-40-4 1-42) 
Livraisons non garanties intérieures 


Pertes — Etats-Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 


changement annuel 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 


NORTHWEST TERRITORIES Winter - Hiver | 
a 
1983 1991-92 1992-93 1993-94 1994-95 1995-96 1996-97 


CAPABILITY MW 
1 Hydro 46 47 44 48 48 52 56 
2 Steam = = = = = = = 
3 Nuclear = a = + = - = 
4 Internal Combustion 114 114 113 170 173 176 179 
5 Combustion Turbine = 23 23 26 26 26 26 
6 Unspecified - — = - - - = 
7 Total 160 184 180 244 247 254 261 


Contracts for receipts of firm power: 
8 United States = = x us ss = = 
9 Provinces S = 2 = L zs = 


Contracts for deliveries of firm power: 
10 United Sates = s = = a = = 


11 Provinces - — = - - — 

12 Total net capability (7+8+9-10-11) 160 184 180 244 247 254 261 

13 Contractural losses © — United States = — = - - = - 

14 — Provinces “= = ot = - a B; 

15 INDICATED CAPABILITY (12-13-14) 160 184 180 244 247 254 261 

16 ACTUAL CAPABILITY 244 

PEAK LOAD 

17 Net power generation 102 102 89 

18 Receipts — United States - - ~ 

19 — Provinces “= = = 

20 Deliveries — United States = = = 

21 — Provinces = = a 

22 Peak met 93 102 102 89 

23 Load not met a = a a 

24 Losses — United States = = = 

25 — Provinces = = = 

26 INDICATED PEAK (22+23-24-25) 93 102 102 89 94 95 96 

27 annual change 1.2% 0.0% -12.7% 5.6% 1.21% i i 

28 Curtailable load 

29 RESERVE (15-26+28) 67 82 78 155 153 159 165 

30 percent of indicated capability 41.9% 44.6% 43.3% 63.5% 61.9% 62.6% 63.2% 
1983 1991 1992 1993 1994 1995 1996 

a ee rae 

ENERGY GW.h 

31 Hydro 258 256 260 260 

32 Steam = a a a 

33 Nuclear & xe ay = 

34 Internal combustion 175 221 2277 228 

35 Combustion turbine = 93 96 96 

36 Total 433 570 583 589 

37 Receipts — United States = = = = as us es 

38 — Provinces &: = = oe = ee a3 

39 Deliveries — Firm - United States = = = = = = = 

40 — Firm - Provinces = ss = as = Bs = 

4] — Non-firm - United States - - - = 

42 — Non-firm - Provinces - _ ~ - 

43 Total available (36+37+38-39-40-4 1-42) 433 570 583 589 

44 Non-firm deliveries within province = = = a 

45 Losses — United States a = = = 

46 — Provinces = is = a 

47 FIRM ENERGY (43-44-45-46) 433 “570 583 589 590 595 600 

48 annual change 3.5% 2.34 1.0% 0.2% 0.8% 0.8% 

Capability and Load, 1993 Puissance et l'appel maximal, 1993 
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| Forecast - Prévision 
| Winter - Hiver 
| 1997-98 1998-99 2003-04 


MW 
| 56 56 56 
182 185 200 
26 26 26 
264 267 282 4.73%, 
264 267 282 
264 267 282 4.3% 
98 oy) 100 -0.4% 
Zee hes (OFS 0.2% 
166 168 182 
62.9% 62.9% 64.5% 


Annual Growth 


Augmentation annuel 


1993-94 1998-99 2003-04 
1983 1993-94 


1993-94 


TERRITOIRES DU NORD-OUEST 


PUISSANCE MAXIMALE 


Hydraulique ] 
Vapeur 2 
Nucléaire 3 
Combustion interne 4 
Turbine 4 combustion 5 
Non spécifié 6 
Total ti 
Contyats de réceptions de puissance réguliére: 
Etats-Unis 8 
Provinces 9 
Contyats de livraisons de puissance réguliére: 
Etats-Unis 10 
Provinces 1] 
Total de puissance maximale net (7+8+9-10-11) 12 
Pertes contractuelles — Etats-Unis 13 
— Provinces 14 
PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 7 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite D8 
Pertes — Etats-Unis 24 
— Provinces 25 
APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
changement annuel ZY 
Puissance réductible 28 
RESERVE (15-26+28) 29 
pourcentage de puissance maximale indiquée 30 


Sa a ae a ee ee ee ee eee 


1997 1998-2003 1993 
1983 
| GW.h 
605 610 625 Siok: 
0.8% 0.8% 0.5% 


pability and Load, 1993 
tistics Canada — Cat. No. 57-204 


ENERGIE 

Hydraulique 3] 
Vapeur S2 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
Réceptions — Etats-Unis Si) 

— Provinces 38 
Livraisons — Garantie - Etats-Unis 39 

— Garantie - Provinces 40 

— Non garantie - Etats-Unis 41 

— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 

— Provinces 46 
ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
changement annuel 48 


Puissance et l'appel maximal, 1993 
Statistique Canada — No. 57-204 au Cat. 


APPENDIX A 


Changes in Capability 


Newfoundland - Terre-Neuve 


1993-1994 


1997-1998 
2003-2004 


Prince Edward Island - {le-Du-Prince-Edouard 


1996-1997 


Newfoundland Power 


Newfoundland & Labrador Hydro 


other - autre 


Newfoundland & Labrador Hydro 


Maritime Electric 


Nova Scotia - Nouvelle-Ecosse 


1993-1994 
1994-1995 
1995-1996 


1996-1997 
1997-1998 
2003-2004 


New Brunswick - Nouveau-Brunswick 


1993-1994 
1996-1997 
2003-2004 


Québec 
1993-1994 


1994-1995 


1995-1996 


1996-1997 


1997-1998 


1998-1999 
2003-2004 


Nova Scotia Power 
other - autre 
other - autre 


other - autre 
other - autre 
Nova Scotia Power 


NB Power 
other - autre 
NB Power 


Hydro-Québec 


other - autre 
Hydro-Québec 


other - autre 
Hydro-Québec 


other - autre 
Hydro-Québec 


other - autre 


Hyere-Quebee 
other - autre 


Hydro-Québec 


Hydro-Québec 
other - autre 


Capability and Load, 1993 
Statistics Canada - Cat No. 57-204 


APPENDICE A 


Changements de la puissance 


Name 


mobile 
Holyrood 


Granite Canal 
Island Pond 


Charlottetown 


Pt. Aconi 


Brooklyn 


Ship Point 


Belledune 


Grand Lake 
Chatham 


Brisay 
Laforge-1 
Bécancour 
Manic 5 
other - autre 
La Grande-1 
Laforge-1 
Manic 5 
other - autre 


La Grande-1 
other - autre 


Laforge-2 
other - autre 


other - autre 


other - autre 


40 


Type 


22 


= 
a 


fied are Xt a3} ia aphaplec! aa | scl@yaras 


Details 


1 unit \ unite 
change - changement 


2 units \ unites 
2 units \ unites 


1 unit \ unite 


1 unit \ unite 
stations-6-centrales 


stations-2-centrales 
1 unit \ unite 


stations-2-centrales 
1 unit \ unite 
1 unit \ unite 


1 unit \ unite 


2 units \ unites 
2 units \ unites 
2 units \ unites 
change - changement 


6 units \ unites 
4 units \ unites 
change - changement 


6 units \ unites 


2 units \ unites 


Total 


Puissance et l'appel maximal, 1993 
Statistique Canada - n° 57-204 au cat. 


Changes in Capability - concluded 


Ontario 
1993-1994 Ontario Hydro 
other - autre 
1994-1995 Ontario Hydro 
Ontario Hydro 
other - autre 
1995-1996 Ontario Hydro 
other - autre 
1996-1997 other - autre 
1997-1998 other - autre 
2003-2004 Ontario Hydro 
Manitoba 
1992-1993 = Manitoba Hydro 
1996-1997 Manitoba Hydro 
Saskatchewan 
1994-1995 other - autre 
2003-2004 SaskPower 
Alberta 
1993-1994 Medicine Hat, City of 
other - autre 
1994-1995 Edmonton Power 
other - autre 
1995-1996 Alberta Power 
other - autre 
1996-1997 Medicine Hat, City of 
other - autre 
1997-1998 other - autre 
1998-1999 other - autre 
2003-2004 Alberta Power 
Edmonton Power 
TransAlta Utilities 
other - autre 


British Columbia - Columbie-Britannique 


1993-1994 


1994-1995 


1995-1996 


1997-1998 
2003-2004 


NW Energy 
Westcoast 
BC Hydro 


BC Hydro 


other - autre 
BC Hydro 


other - autre 
Alcan Ltd. 
BC Hydro 


other - autre 


Capability and Load, 1993 
Statistics Canada - Cat No. 57-204 


Changements de la puissance - fin 


Name 


Darlington 


Lennox 
Lambton 


Bruce 'A' 


Smoky Falls 
Niagara River 
Bruce 'A' 


Limestone 
Brandon 


Medicine Hat 


Genessee 


Sturgeon 


Medicine Hat 


Battle River 
Rainbow Lake 
Rossdale 
Wabamum 


Williams Lake 
Taylor 
Revelstoke 


Kootenay Canal 
Mica 


Kootenay Canal 
Mica 


Kemano 


Waneta expansion 


other - autre 


4] 


Type 


ts ‘35! rT 


Details 


2 units \ unites 


2 units \ unites 
2 units \ unites 


1 unit \ unite 


3 units \ unites 
2 units \ unites 
1 unit \ unite 


3 units \ unites 
4 units \ unites 


2 units \ unites 


1 unit \ unite 


2 units \ unites 


il unit \ unite 


2 units \ unites 
3 units \ unites 
3 units \ unites 
4 units \ unites 


1 unit \ unite 
1 unit \ unite 


rating - évaluation 


1 unit \ unite 
water - l'eau 
1 unit \ unite 
water - l'eau 


4 units \ unites 


Total 
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Introduction 


This report presents the results of the 41st. Annual Electric 
Power Survey of Capability and Load. 


The survey is carried out in co-operation with the Canadian 
Electrical Association. Representatives of the Association 
provide initial data for their area and then meet with 
Statistics Canada to resolve reporting problems and to 
perform a final edit before publication. The assistance 
received from the Canadian Electrical Association and its 
members is gratefully acknowledged. 


Data Quality and Methodology 


All respondents who supply statistics for the annual 
Electric Power Statistics Vol. I (catalogue 57-202) are 
covered by this report. There is a direct comparison and 
link in that the energy figures are common. Any differences 
are due to revisions. 


Major utility and industrial generators of electricity are 
surveyed directly. These respondents have approximately 
98% of total generating capability and produce 99% of all 
electricity in Canada. In addition, they account for 100% of 
imports, exports and inter-provincial movements. 


For the remaining small producers, the only data applicable 
are "net generating capability" (estimated at 90% of 
name-plate capacity, obtained from another annual survey), 
"peak met" (estimated at 67% of net generating capability) 
and "net generation" (actual data from a quarterly survey). 
. The forecast years are straight-line projections except 
where additional information is provided by the Canadian 
Electrical Association. 


The forecasts provided by the major respondents are based 
on the best information available as of April 1*. 
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On trouvera dans la présente publication les résultats de la 41iéme 
enquéte annuelle sur la puissance maximale et sur la charge des 
réseaux. 


L'enquéte est menée conjointement avec I'Association Canadienne 
de 1'Electricité. Les représentants régionaux de Il'Association 
rencontrent annuellement Statistique Canada, afin de résoudre les 
problémes de déclaration et effectuer une derniére révision avant la 
publication. La collaboration qui nous est fournie par l'Association 
Canadienne de I'Electricité et par ses membres est trés appréciée. 


Méthodologie et qualité des données 


Tout les répondants qui fournissent des statistiques a la publication 
Statistique de l'énergie électrique Vol. Il (catalogue 57-202) sont 
englobé dans cette publication. Il y a une comparaison directe et un 
raccordement en ce sens que les chiffres relatifs a l'énergie sont les 
mémes. Toute différence serait due a des revisions. 


Les grandes centrales électriques et les établissements industriels 
produisant de I'électricité sont enquétés directement. Ces répondants 
représentent approximativement 98% du total de la puissance 
maximale possible de production et produise 99% de la production 
électrique du Canada. En plus, ils représentent 100% des 
importations, des exportations et des mouvements inter-provinciaux. 


Pour les petits producteurs restant, les seules données applicables 
sont "la puissance maximale possible de production nette" (estimé 
a 90% de la puissance de production indiquée sur la plaque 
signalétique; obtenue d'une autre enquéte annuelle), "l'appel 
maximal satisfait" (estimé 4 67% de la puissance maximale possible 
de production nette) et "la production nette" (les données venant 
d'une enquéte trimestrielle). Les prévisions pour les années futures 
sont des projections en ligne droite, excepté 1a ot des informations 
additionnelles sont obtenues par l'Association Canadienne de 
'Electricité. 


Les prévisions obtenues par les grandes centrales sont basées sur la 
meilleure information disponible au I'* avril. 
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1994 Capability and Load Survey 


Review of Survey Results 


Total net generating capability in 1994/95 decreased 
marginally (58 MW) to 107 408 MW compared with an 
increase of 4.0% the previous year. 


The ten year forecast predicts an increase of 7.6 GW in 
total net generating capability; acompound growth of 0.7% 
compared 2.4 % in the previous ten years. 


The indicated peak within Canada increased 5.0 % in 
1994/95. A compound growth of 1.8 % is forecast for the 
period 1994-95 - 2004/05. 


Firm energy available within Canada increased 1.3 % from 
485 823 GW.h in 1993 to 492 202 GW.h in 1994. The 
compound growth rate was 2.7% in the previous 10 year 
period. 


It should be noted that the energy data reported are not 
affected by the peak load capability and therefore these data 
may be considered a better measure of the growth of the 
electric power industry. 


Notes: 


Canada - Since the movements of power over a province's 
borders are measured at the time of the province's peak 
(see Concepts and Definition), receipts and deliveries do 
not balance. For this reason, Canada level data omit both 
interprovincial movements of power and the losses 
associated with these movements. As a consequence, 
although Canada data balances in an arithmetic sense, lines 
12, 15, 22, 26, 43 and 47 are not the sum of provincial 
figures. 


Further, due to timing, transmission limitations, etc., data 
for reserves are not appropriate. 
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Enquéte sur la puissance maximale et sur la 
charge des réseaux pour 1994 


Revue des résultats de l'enquéte 


En 1994/95, la puissance maximale de production nette a diminué 
un peu (58 MW) pour totaliser 107 408 MW, comparativement a 
une augmentation de 4.0 % l'année précédente. 


Les prévisions pour les dix prochaines années représentent un 
accroissement de 7.6 GW de la puissance maximale de production 
nette; soit un taux de croissance composé de 0.7 % contre 2.4 % 
pour les dix années précédentes. 


L'appel maximal indiqué au Canada a augmenté de 5.0 % en. 
1994/95. On prévoit un taux de croissance composé de 1.8 % pour 
la période 1994/95 - 2004/05. 


Lénergie garantie disponible, souscrite au Canada, a augmenté de 
485 823 GW.h en 1993 a 492 202 GW.h en 1994, soit de 1.3 %. 
Le taux d'accroissement composé s'est établi 4 2.7 % au cours des 
10 derniéres années. 


On remarquera que l'appel maximal ne change rien aux données 
déclarées sur l'énergie et, par conséquent, ces données peuvent étre 
considérées comme une image plus fiable de la croissance observée 
dans l'industrie de I'énergie électrique. 


Notes: 


Canada - Puisque les mouvements d'énergie hors des limites 
aS a eS o 


territoriales d'une province est mesuré lors de l'appel maximal de 
puissance (voir concepts et définitions), les réceptions et les 
livraisons ne balancent pas. Pour cette raison, les données au niveau 
du Canada ne comprennent pas les mouvements interprovinciaux. 
Par conséquent, méme si les données au niveau du Canada balance 
au point de vue arithmétique, les lignes 12, 15, 22, 26, 43 et 47 ne 
sont pas la somme des données provinciaux. 


En plus, a cause de la synchronisation, les limites de transmission, 
etc., les données concernant les réseves ne sont pas appropriées. 
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Concepts and Definitions Concepts et définitions 


Prior to 1980, respondents reported capability and load data 
relating to their calendar year peak. Since 1980 all 
respondents have reported for the day of the peak for the 
largest utility in the province. In 1987 calendar year peak 
was replaced by winter peak (Nov.-Feb.). 


Avant 1980, chaque répondant rapportait la puissance maximale et 
la charge des réseaux selon leur propre journée d'appel maximal, et 
ce a l'intérieur de l'année du calendrier. Depuis 1980, cette journée 
est déterminée par l'appel maximal de la plus imposante centrale de 
la province. En 1987 la puissance maximale d'aprés l'année du 
calendrier fat remplacée par la puissance maximale de I'hiver 
(Nov.-Fév.). 


The change was made in an effort to eliminate exaggerated 
changes in peak which resulted solely from the vagaries of 
weather i.e. very cold in November-December as opposed 
to January-February. In addition, as most forecasts are 
made on the assumption of a winter peak, current and 
forecast data are now collected on the same basis. 


Le changement eu lieu par soucis d'éliminer les fluctuations 
exagérées dans l'appel maximal résultant uniquement des fantaisies 
de la nature c.-a.-d. trés froid en novembre et décembre au lieu de 
janvier et février. En plus, comme toutes les prévisions sont faites 
présumant un appel maximal Ihiver, les données présentes et futures 
sont sur la méme base. 

All data for energy are on a calendar year basis. Toutes les données pour l'énergie, sont sur la base de l'année du 
calendrier. 


The days for the winter 1994-1995 were as follows: Les jours choisis pour I'hiver 1994-1995 sont: 


Newfoundland - Labrador January 6 Terre-Neuve - Labrador 6 janvier 

- Island February 13 - Ile 13 février 
Prince Edward Island December 20 fle-du-Prince-Edouard 20 décembre 
Nova Scotia January 11 Nouvelle-Ecosse 11 janvier 
New Brunswick January 11 Nouveau-Brunswick 11 janvier 
Quebec February 6 Québec 6 février 
Ontario February 6 Ontario 6 février 
Manitoba January 9 Manitoba 9 janvier 
Saskatchewan January 3 Saskatchewan 3 janvier 
Alberta December 5 Alberta 5 décembre 
British Columbia December 5 Colombie-Britannique 5 décembre 
Yukon January 6 Yukon 6 janvier 
Northwest Territories January 10 Territoires du Nord-Ouest 10 janvier 
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Other generating capability and firm power peak load 
concepts are unchanged from previous reports. Generating 
capability measures the expected power of all available 
generating facilities of the province (or nation) at the time 
of one hour firm peak load for each province. This may 
differ from the generating capacity as measured by the 
name plate rating. 


The variations between generating capability and 
generating capacity may be caused by high water in 
reservoirs resulting in a higher water head and greater 
generation than the name plate capacity, the impossibility 
of placing all pieces of equipment on the line at the same 
time, low water, ice, or Some equipment being considered 
unreliable, thereby resulting in capability below capacity. 


The published peak for Canada is non-coincident (the 
arithmetic-sum of the provincial peaks regardless of time of 
occurrence) and must be equal to, or greater than the 
coincident peak load. 


Receipts and deliveries of firm power used in calculating 
net capability are the interprovincial and international 
transfers of power under firm contracts, or the best 
estimate of firm obligations. The actual receipts and 
deliveries of firm and non-firm power are taken into 
account in the calculation of the firm power peak load. 


Peak loads are the total demands within a province after all 
interchanges have been taken into account to remove any 
duplication. The peak loads include all power consumed by 
ultimate customers, line losses and manufacturing plants 
own consumption, but do not include generating station 
service which is deducted before arriving at generating 
capability. 


Firm load not met measures the commitments that a 
system could not or would not meet at the time of its peak 
load. 


Losses - External Deliveries represent the amount of 
power and energy required to meet out of province 
commitments. Exports and interprovincial deliveries are 
measured at the border but, in some cases, power and 
energy are used for delivery to the border. These are 
subtracted as they do not represent internal use and, 
therefore, distort provincial growth rates. 
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Les autres notions de puissance maximale de production et 
d'appel maximal de puissance souscrite sont les mémes que dans 
les rapports antérieurs. La puissance maximale de production 
indique le maximum de puissance réalisable par les centrales 
électriques dans chaque province (ou dans le pays) durant l'heure de 
l'appel maximal annuel de puissance pour chaque province. Elle ne 
correspond pas nécessairement 4 la puissance installée des 
centrales. 


Les écarts entre la puissance maximale de production et la puissance 
installée peuvent résulter du niveau d'eau dans les réservoirs qui, 
par une hauteur de chute plus ou moins élevée, porterait la 
puissance de production au-dessus ou au-dessous de la puissance 
indiquée sur les plaques signalétiques. Aussi, l'impossibilité 
d'utiliser tout le matériel simultanément, formation de glace, ou 
piéce douteuse d'équipement, occasionnent une possibilité de 
production inférieure a la puissance installée. 


L'appel maximal de puissance publié au niveau du Canada (i.e., la 
somme arithmétique des pointes provinciales sans égard 4 la journée 
d'observation) doit égaler ou étre supérieur a l'appel maximal. 


Les réceptions et les livraisons de puissance souscrite, qui ont 
servi a établir la puissance maximale nette, représentent les 
échanges interprovinciaux et internationaux de puissance faits en 
vertu de contrats formels ou, en l'absence de contrats, la meilleure 
estimation possible. On tient compte des réceptions et des livraisons 
réelles de puissance souscrite et de puissance non souscrite dans le 


calcul des appels maximaux de puissance souscrite. 


L'appel maximal de puissance dans chaque province correspond 
a la puissance globale fournie dans la province, compte tenu des 
échanges de puissance de facon a éviter toute duplication. Il 
comprend la puissance fournie aux abonnés ultimes de l'entreprise 
productrice, celle utilisée par les propres installations de cette 
derniére, de méme que les pertes de transmission, mais exclut la 
puissance employée pour les besoins internes de la centrale 
génératrice (qui est soustraite avant le calcul de la puissance 
maximale possiblede production de la centrale). 


L'appel maximal souscrit non satisfait mesures l'engagement 
qu'un réseau n'a pu ou n'a pas voulu satisfaire au moment de son 
appel maximal de puissance. 


Pertes - Les livraisons hors province représentent le montant de 
puissance et d'énergie requis pour satisfaire les engagements hors 
province. Les exportations et les livraisons interprovinciales sont 
mesurées 4 la frontiére, mais dans certains cas, la puissance et 
l'énergie sont utilisées pour la livraison a la frontiére. Ceux-ci sont 
soustraits, car ils ne représentent pas l'utilisation interne et, par 
conséquent, déforment le taux de croissance provincial. 
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The reserve of a province is the reserve after all 
obligations have been taken into account whether or not 
these obligations have been met. It is a measure of the 
industry's ability to satisfy demands of a province and meet 
contingencies. Since not all systems are fully 
interconnected, the reserves of power shown cannot always 
be fully utilized. However, with the development of 
interconnections, an increased sharing of capability is 
possible, particularly when provincial peaks occur at 
different times. To this extent the reserves reported in this 
publication may be understated. 


It should be further noted that Firm Load Curtailable 
represents power which the supplying utility intends to 
furnish to customers contracted under firm load curtailable 
agreements, except under the most extraordinary 
conditions. Thus, this curtailable power could be 
considered part of the utility's reserve when such extreme 
conditions apply. 
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La réserve d'une province est l'excédent disponible de puissance 
lorsque tous les engagements ont été comptabilisé, qu'ils aient été 
satisfaits ou non. Elle indique dans quelle mesure les réseaux 
peuvent faire face aux demandes de la province ainsi qu'aux 
imprévus. Comme les réseaux ne sont pas tous complétement 
interconnectés, les réserves de puissance ne peuvent pas toujours 
€tres entiérement utilisées. Cependant, avec le développement des 
interconnections, une augmentation du partage de la puissance 
maximale est possible, particuliérement quand I'appel maximale de 
puissance des provinces arrive 4 des temps différent. Alors, les 
réserves rapportées dans cette publication peuvent étre 
sous-évaluer. 


I] convient en plus de souligner que l'appel maximal garanti 
réductible, représente la puissance que la centrale qui 
approvisionne compte fournir aux clients qui possédent un contrat 
d'entente d'appel maximal garanti réductible, excepté sous des 
conditions extraordinaires. Alors, ce pouvoir réductible pourrait étre 
considéré comme faisant partie de la réserve de la centrale, quand 
ces conditions extréme s'appliquent. 
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Actual - Réel Forecast - Prévision 
CANADA Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


Sr i it er ames lent ations ruil lupe tl malirhal oo einen heh sebiie reel ernie aaa 


CAPABILITY MW 
1 Hydro 52,081 60,489 61,538 62,584 63,706 64,050 64,223 
2 Steam 22,871 25,242 26,038 24,932 24,956 24,933 24,958 
3 Nuclear | 7,322 ae gales 15,474 15,474 14,705 14,705 14,705 
4 Internal Combustion 444 452 S15 520 523 527 531 
5 Combustion Turbine 2,129 3,382 3,646 3,568 3,548 3,548 3,548 
6 Unspecified - 36 255 332 810 1,080 f7 270 
7 Total 84718475 LOS MSASe 107,466 meno a0 108,248 108,843 109,135 
Contracts for receipts of firm power: 
8 United States 301 877 205 205 484 657 657 
9 Provinces 
Contracts for deliveries of firm power: 
10 United Sates 923 1,011 alt ORAL Dy Ca 1,240 DY ELS 1,166 
1] Provinces Aja! er 
12 Total net capability (7+8+9-10-11) 84,225 103,184 106,360 106,203 107,492 108,384 108,626 
13. Contractural losses © — United States 10 63 48 ale 130 136 141 
14 — Provinces oe 4S: sha ae aaa ae ik 
15 INDICATED CAPABILITY (12-13-14) Cano LS 0S To Teen OG Si) mG OSD 107,362 108,248 108,485 
16 ACTUAL CAPABILITY 101,430 87,808 
PEAK LOAD 
17 Net power generation 84,035 91,017 93,627 
18 Receipts — United States 219 266 647 
19 a | — Provinces nike: Bor es 
20 Deliveries — United States 1,829 5,440 4,191 
7 — Provinces oe seas ie: 
22 Peak met 65,809 82,425 85,843 90,083 
23 Load not met ‘ 4 - 96 137 
24 Losses — United States 133 95 124 139 
DS) — Provinces Mise: ae entire ae 
26 INDICATED PEAK (22+23-24-25) 65,680 82,330 85,815 90,081 92,807 94,699 97,050 
27 annual change 2.9% 4.2% 5.0% 3.0% 2.0% 2.5% 
28 Curtailable load 453 2,563 3,297 3,597 4,355 4,508 4,597 


29 RESERVE (15-26+28) 
30 percent of indicated capability 


1984 1992 1993 1994 1995 1996 [OOF 
ENERGY GW.h 
31 Hydro 283,335 323,616 meszOnsss Nes25neos 
32 Steam 89,065 110,660 101,155 104,746 
33 Nuclear ; 49,252 76,019 88,628 101,711 
34 Internal combustion 775 766 794 854 
35 Combustion turbine 2,348 4,245 4,728 5,301 
36 Total 424,775 505,006 515,653 538,475 
37 Receipts — United States 2,346 6,476 7,550 8,280 1,239 842 B46 
38 — Provinces set 
39 Deliveries — Firm - United States 10,853 12,167 15,209 21,599 15,183 13,619 13,796 
40 — Firm - Provinces aoe oe ade sacle 
41 — Non-firm - United States 30,583 19,361 19,672 29,127 
42 — Non-firm - Provinces we ey. ae oni 
43 Total available (36+37+38-39-40-4 1-42) 385,685 479,954 488,322 496,029 
44 Non-firm deliveries within province 7,888 33d 1,216 2,224 
45 Losses — United States 28 1,618 1, BENE) 1,550 
46 — Provinces He Kae ete Ate 
47 FIRM ENERGY (43-44-45-46) 376,569 477,005 485,823 492,255 510,930 526,290 537,190 
48 annual change 3.0% 1.8% 1.3% 3.8% 3.0% Bein 
CapabilityandLoad,1994 5 ——s—=<“CS*“‘“‘“‘(#;“‘(S)WSOSO*~<‘<C<;<CS~;S:~‘«< Yh | a  Puissance et appel maxina nna 
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Forecast - Prévision 


Winter - Hiver 


1998-99 1999-00 2004-05 


mi 


Annual Growth 


Augmentation annuel 


1994-95 1999-00 2004-05 
198 994-95 | 


1994-95 


CANADA 


SS ee a Ee ES Lee ee ee a See ee ee ee ee 


MW 
64,191 64,708 68,456 
24,967 24,905 24,627 
14,705 13,936 13,936 
534 538 553 
3,548 3,548 3,628 
1,481 1,533 3,818 
109,426 109,168 115,018 4% 3% 7% 
Ta 1,397 LS al 
1,167 i, ae 1,169 
109,036 109,398 115,726 
141 141 142 
108,895 109,257 115,584 3% 6% 9% 
99,032 100,497 107,448 2% 2% 8% 
2.0% 1.5% L.3t 
4,619 4,578 4,472 
1998 1999 2004 1994 199 2004 
1984 i 
GW.h 
846 846 595 
11,611 at 543 3k 39 
549,205 561,980 600,480 7% 7% 0% 
PSSA S 2.3% 1.3% 
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PUISSANCE MAXIMALE 

Hydraulique 

Vapeur 

Nucléaire 

Combustion interne 

Turbine a combustion 

Non spécifié 

Total 

Contyats de réceptions de puissance réguliére: 
Etats-Unis 
Provinces 


Contryats de livraisons de puissance réguliére: 
Etats-Unis 
Provinces 


Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles — Etats-Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
PUISSANCE MAXIMALE REELLE 


L'APPEL MAXIMAL 
Production de puissance nette 


Réceptions — Etats-Unis 
— Provinces 

Livraisons — Etats-Unis 
— Provinces 


Appel maximal satisfait 

Puissance non satisfaite 

Pertes — Etats-Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (22+23-24-25) 
changement annuel 


Puissance réductible 


RESERVE (15-26+28) 
pourcentage de puissance maximale indiquée 


ENERGIE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 


Total 
Réceptions = Etats-Unis 
— Provinces 
Livraisons — Garantie - Etats-Unis 


— Garantie - Provinces __ 
— Non garantie - Etats-Unis 
— Non garantie - Provinces 


Total disponible (36+37+38-39-40-4 1-42) 
Livraisons non garanties intérieures 


Pertes — Etats-Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 


changement annuel 


NADNBWN— 


\O 06 
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Actual - Réel Forecast - Prévision 
NEWFOUNDLAND (Island) Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


CAPABILITY MW 
1 Hydro 1,006 1,149 1,151 1,155 1,159 al, asa 1,161 
2 Steam 461 509 500 470 470 470 470 
3 Nuclear _- - = = = = = 
4 Internal Combustion 49 41 41 41 41 41 41 
5 Combustion Turbine 164 158 165 165 165 165 165 
6 Unspecified _ - - = = = os 
7 Total 1,680 1,857 1,857 1,831 1,835 1 S87) 1,837 


Contracts for receipts of firm power: 
United States = = = = cs ss ey 
Provinces - a = Bs = = = 


Contracts for deliveries of firm power: 
10 United Sates - = = = = 2 Es 


\© co 


11 Provinces - - - - - - ~ 

12 Total net capability (7+8+9-10-11) 1,680 1,857 1,857 i, Gaal 1,835 1,837 1,837 

13 Contractural losses — United States ~ - = = - = = 

14 — Provinces - - — = _ = = 

15 INDICATED CAPABILITY (12-13-14) 1,680 1,857 1,857 al, eal 1,835 1,837 1,837 

16 ACTUAL CAPABILITY 1,742 al, eal 

PEAK LOAD 

17 Net power generation 1,467 1,461 1,443 

18 Receipts — United States - ~ - 

19 — Provinces = = Re 

20 Deliveries — United States - - = 

21 — Provinces - - - 

22 Peak met 1,275 1,467 1,461 1,443 

23 Load not met _ - 46 - 

24 Losses — United States = - ~ ( 

25 — Provinces - ~ - 

26 INDICATED PEAK (22+23-24-25) 1,275 1,467 1,507 1,443 1,540 1,555 1,545 

27 annual change 1.8% Dae -4.2% chat ane 1.0% -0.6% 

28 Curtailable load 46 46 46 46 

29 RESERVE (15-26+28) 405 390 350 434 341 328 338 

30 percent of indicated capability 24.1% 21.0% 18.8% 23.7% 18.6% 17.9% 18.4% 
1984 1992 1993 1994 1995 1996 1997 

ee ne ar SE 

ENERGY GW.h 

31 Hydro 5,830 5,885 6,170 6,924 

32 Steam 781 1,707 1,581 802 

33 Nuclear a ss cA ze 

34 Internal combustion 53 45 42 41 

35 Combustion turbine -3 =2 -2 -2 

36 Total 6,661 7,635 7,791 7,765 

37 Receipts — United States - - - = = = oe 

38 — Provinces = = - = 5 = = 

39 Deliveries — Firm - United States - - = = = = == 

40 — Firm - Provinces - = - = = = = 

4] — Non-firm - United States - = - = 

42 — Non-firm - Provinces - — = = 

43 Total available (36+37+38-39-40-4 1-42) 6,661 7,635 7,791 7,765 

44 Non-firm deliveries within province - - - = 

45 Losses — United States - - = = 

46 — Provinces cs = as = 

47 FIRMENERGY (43-44-45-46) 6,661 7,635 7,791 7,765 7,935 8,015 7,960 

48 annual change J 1.7% 2.0% -0.3% 2.2% 1.0% -0.7% 
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Forecast - Prévision 
: s Annual Growth ee 
Winter - Hiver Augmentation annuel TERRE-NEUVE é£(ile) 


1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
~ 1984 1994-95 1994-95 
ae nen ISA etl Se 


MW PUISSANCE MAXIMALE 
1,199 1,199 1,278 Hydraulique 1 
470 470 470 Vapeur 2: 
_ - - Nucléaire 3 
41 41 41 Combustion interne 4 
165 165 215 Turbine a combustion 5) 
- = - Non spécifié 6 
1,875 1,875 2,004 0.9% 0.5% 0.9% Total 7 
Contyats de réceptions de puissance réguliére: 
~ - ~ Etats-Unis 8 
- - - Provinces 9 
Contyats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
- - - Provinces 1] 
1,875 1,875 2,004 Total de puissance maximale net (7+8+9-10-11) WZ 
= = 4 Pertes contractuelles — Etats-Unis 13 
- = - — Provinces 14 
1,875 1,875 2,004 0.9% 0.5% 0.9% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette Le 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
| — Provinces BS 
1,565 1,580 1,745 1.2% 1.8% 1.9% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.3% 1.0% 2.08 changement annuel bal 
46 46 46 Puissance réductible 28 
356 341 305 RESERVE (15-26+28) 29 
19.0% 18.2% 15.2% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
a a ce ae a a ee ee er ete 
 GW.h ENERGIE 
Hydraulique 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
= a a Réceptions —Etats-Unis a 
= = = — Provinces 38 
2 > = Livraisons — Garantie - Etats-Unis 39 
ni = = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
8,030 8,115 8,755 1.5% 0.9% ies ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 0.9% ee 1.5% changement annuel 48 
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NDNBWN re 


\o 00 


NEWFOUNDLAND (Labrador) 


CAPABILITY 
Hydro 
Steam 
Nuclear 
Internal Combustion 
Combustion Turbine 
Unspecified 
Total 


Contracts for receipts of firm power: 
United States 
Provinces 


Contracts for deliveries of firm power: 
United Sates 
Provinces 


Total net capability (7+8+9-10-11) 


Contractural losses © — United States 
— Provinces 


INDICATED CAPABILITY (12-13-14) 
ACTUAL CAPABILITY 


PEAK LOAD 
Net power generation 


Receipts — United States 
— Provinces 
— United States 
— Provinces 


Deliveries 


Peak met 
Load not met 


Losses — United States 


— Provinces 


INDICATED PEAK (22+23-24-25) 
annual change 


Curtailable load 


RESERVE (15-26+28) 
percent of indicated capability 


Actual - Réel 


Winter - Hiver 


1984 


1984 


1992-93 1993-94 1994-95 


1992 


1993 


1994 


398 
5.6% 


ag 
4.6% 


1995 


Forecast - Prévision 


398 
0.0% 


ab) 
4.6% 


1996 


1995-96 1996-97 1997-98 


398 
0.0% 


19 
4.6% 


1997 


renee 


ENERGY GW.h 
Hydro 
Steam 
Nuclear 
Internal combustion 
Combustion turbine 
Total 
Receipts — United States 

— Provinces 

Deliveries — Firm - United States 


— Firm - Provinces 

— Non-firm - United States 

— Non-firm - Provinces 
Total available (36+37+38-39-40-41-42) 


Non-firm deliveries within province 
Losses — United States 
— Provinces 


FIRM ENERGY (43-44-45-46) 
annual change 


Capability and Load, 1994 
Statistics Canada — Cat. No. 57-204 


28,989 


32 


29,021 


25,985 


33,023 


35 


33,058 


552 


2,564 
2.6% 


31,000 


2,785 
0.2% 


31,000 


27,785 
0.0% 


Puissance et l'appe] maximal, 1994 
Statistique Canada — No. 57-204 au Cat. 


31,000 


2,790 
0.2% 


Forecast - Prévision 
Annual Growth 
Augmentation annuel 


1994-95 1999-00 2004-05 
1984 1994-95 1994-95 


Winter - Hiver 
1998-99 1999-00 2004-05 


TERRE-NEUVE (Labrador) 


eee 


MW PUISSANCE MAXIMALE 

5,446 5,446 5,446 Hydraulique 1 
7 7 q Vapeur 2 
- ~ - Nucléaire 3 
32 32 32 Combustion interne 4 
a) 27 27 Turbine a combustion 5 
~ - - Non spécifié 6 
5,512 5,512 5,512 Ona 0% 0% Total 7 

Contyats de réceptions de puissance réguliére: 
+ = = Etats-Unis 8 
2 s = Provinces 9 

Contyats de livraisons de puissance réguliére: 
- - ~ Etats-Unis 10 
5,000 5,000 5,000 Provinces 1] 
512 512 512 Total de puissance maximale net (7+8+9-10-11) TZ 
= - - Pertes contractuelles — Etats-Unis is 
94 94 94 — Provinces 14 
418 418 418 1.3% 0% 0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 
Production de puissance nette 7) 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces Dil 
Appel maximal satisfait Dp) 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces 2S 
415 416 422 0.8% 0% 1% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
4.3% 0.2% 0.3% changement annuel OF, 
Puissance réductible 28 
3 2 yy RESERVE (15-26+28) 29 
0.7% 0.5% 1.0% pourcentage de puissance maximale indiquée : 30 
1998 1999 2004 1994 1999 2004 
4 1994 1994 
GW.h ENERGIE 

Hydraulique 3] 
Vapeur 32 
Nucléaire 38 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
f= fe = Réceptions — Etats-Unis 3 
= i = — Provinces 38 
= e n Livraisons — Garantie - Etats-Unis 39 
31,000 31,000 31,000 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
2,790 2,795 2,810 2.2% 1% 1% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
: 0.0% 0.2% 0.1% changement annuel 48 
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Actual - Réel 


Forecast - Prévision 


NEWFOUNDLAND Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
CAPABILITY MW 
1 Hydro 6,477 6,595 6,597 6,601 6,605 6,607 6,607 
2 Steam 461 516 507 477 477 477 477 
3 Nuclear - - _ - - ~ - 
4 Internal Combustion 61 73 7 73 73 73 73 
5 Combustion Turbine 164 185 192 192 192 192 192 
6 Unspecified ~ - - - - - - 
7 Total 7,163 7,369 7,369 Gy BRS Vp BOW 7,349 7,349 
Contracts for receipts of firm power: 
8 United States = = = = = = = 
9 Provinces = = = = - = = 
Contracts for deliveries of firm power: 
10 United Sates = = = = = = = 
11 Provinces 5,034 ih ale) 4,213 5,000 5,000 5,000 5,000 
12 Total net capability (7+8+9-10-11) 2,129 3,156 3,156 2,343 2,347 2,349 2,349 
13 Contractural losses ©— United States 4 = = = = Bs = 
14 — Provinces 82 95 95 95 95 95 95 
15 INDICATED CAPABILITY (12-13-14) 2,047 3,061 3,061 2,248 2,252 2,254 2,254 
16 ACTUAL CAPABILITY 2,946 By 027 
PEAK LOAD 
17 Net power generation 7,016 7,041 7,048 
18 Receipts — United States - - - 
19 — Provinces = = = 
20 Deliveries — United States = os = 
vA — Provinces 5,073 5,063 Ey abalet 
22 Peak met 1,705 1,943 1,978 1,937 
23 Load not met = = 46 - 
24 Losses — United States a os = 
ZS — Provinces 82 117 a7 alaky/ 
26 INDICATED PEAK (22+23-24-25) ily, (SAS) 1,826 1,907 1,820 1,938 1,953 1,943 
27 annual change 1.5% 4.4% -4.6% 6.5% 0.8% -0.5% 
28 Curtailable load 46 46 46 46 
29 RESERVE a 5-26+28) 
30 percent of indicated capability 
1984 1992 1993 1994 1995 1996 1997 
ENERGY GW.h 
31 Hydro 44,774 34,874 39,193 37,607 
32 Steam 781 1, 707 1,581 802 
33 Nuclear mS = os ee 
34 Internal combustion 73 Ta 77 76 
35 Combustion turbine 28 2 =2 =2 
36 Total 45,625 36,656 40,849 38,483 
37 Receipts — United States = = = ~ = e 2 
38 — Provinces = a = a = 3 zs 
39 Deliveries — Firm - United States = x es = = & = 
40 — Firm - Provinces 36,016 25,985 29,942 27,446 31,000 31,000 31,000 
4] — Non-firm - United States = = = = 
42 — Non-firm - Provinces = = = a 
43 Total available (36+37+38-39-40-4 1-42) 9,609 10,671 10,907 11,037 
44 Non-firm deliveries within province - oa = = 
45 Losses — United States = = = = 
46 — Provinces 701 538 552 492 
47 FIRM ENERGY (43-44-45-46) 8,908 10,133 10,355 10,545 10,720 10,800 10,750 
48 annual change 1.6% 2.2% 1.8% ea 0.7% -0.5% 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 
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Forecast - Prévision 


‘ ; Annual Growth 
Winter - Hiver Augmentation annuel TERRE-NEUVE 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-95 
et eta a 
MW PUISSANCE MAXIMALE 
6,645 6,645 6,724 Hydraulique 1 
477 477 477 Vapeur 2 
~ - - Nucléaire 3 
73 73 73 Combustion interne 4 
192 192 242 Turbine a combustion a) 
~ - - Non spécifié 6 
7,387 Dj 7,516 0.2% 0.1% 0.2% Total v7 
Contyats de réceptions de puissance réguliére: 
- - - Etats-Unis 8 
- ~ ~ Provinces 9 
Contyats de livraisons de puissance réguliére: 
- ~ ~ Etats-Unis 10 
5,000 5,000 5,000 Provinces 1] 
2,387 2,387 2,516 Total de puissance maximale net (7+8+9-10-11) 1 
= = - Pertes contractuelles — Etats-Unis 13 
94 94 94 — Provinces 14 
2,293 2,293 2,422 0.9% 0.4% 0.7% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette rg 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces 2S 
1,980 1,996 2,167 1.2% 1.9% 1.8% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.9% Wrox ee changement annuel 2 
46 46 46 Puissance réductible 28 
RESERVE (15-26+28) 29 
pourcentage de puissance maximale indiquée 30 
ee i er eee Ber eh ee a OE 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
a eee eee 
— GW.h ENERGIE 
Hydraulique 3] 
Vapeur Ee: 
Nucléaire 33 
Combustion interne 34 
Turbine a4 combustion 35 
Total 36 
a = = Réceptions — Etats-Unis sii 
= fs = — Provinces 38 
= =. ee Livraisons — Garantie - Etats-Unis 39 
31,000 31,000 31,000 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 41 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
10,820 10,910 11,565 at ay Onis 0.9% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
0.7% 0.8% 1.2% changement annuel 48 
sapability and Load, 1994 Puissance et l'appel maximal, 1994 
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PRINCE EDWARD ISLAND 


Actual - Réel 


Winter - Hiver 


Forecast - Prévision 


1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
CAPABILITY MW 
1 Hydro = = - _ _ = = 
2 Steam 69 65 65 65 65 65 65 
3 Nuclear = = s = - = = 
4 Internal Combustion 6 10 10 10 10 10 10 
5 Combustion Turbine 39 39 39 42 42 42 42 
6 Unspecified = = = = = a cs 
7 Total 114 114 114 stalg) a7 a7, aU at) 
Contracts for receipts of firm power: 
8 United States = = = = = = = 
9 Provinces 20 45 45 45 55 60 60 
Contracts for deliveries of firm power: 
10 United Sates = — = = = = = 
11 Provinces - = = = es & a 
12 Total net capability (7+8+9-10-11) 134 159 159 162 72 177 177 
13 Contractural losses — United States ss = = os = = = 
14 — Provinces = 2 2 2 2) 2 2 
15 INDICATED CAPABILITY (12-13-14) 134 157 157 160 170 175 175 
16 ACTUAL CAPABILITY 150 153 
PEAK LOAD 
17 Net power generation 17 - 2 
18 Receipts — United States - - ~ 
19 — Provinces aa 143 146 
20 Deliveries — United States = = = 
Da — Provinces = ~ aa 
22 Peak met 103 138 143 148 
23 Load not met = a = cx 
24 Losses — United States ~ = = 
25 — Provinces = = = 
26 INDICATED PEAK (22+23-24-25) 103 138 143 148 150 153 156 
27 annual change 3.7% 3.6% 3.5% 1.4% 2.0% 2.0% 
28 Curtailable load 9 ata 13 16 16 16 
29 RESERVE 5-26+28) 31 28 25 25 36 38 35 
30 percent of indicated capability 23.1% 17.8% 15.9% 15.6% 21.26 21.7% 20.0% 
1984 1992 1993 1994 1995 1996 1997 


: 


ENERGY GW.h 
Hydro 
Steam 
Nuclear 
Internal combustion 
Combustion turbine 
Total 
Receipts — United States 

— Provinces 

Deliveries — Firm - United States 


— Firm - Provinces 
— Non-firm - United States 
— Non-firm - Provinces 


Total available (36+37+38-39-40-4 1-42) 
Non-firm deliveries within province 


Losses — United States 
— Provinces 
FIRM ENERGY (43-44-45-46) 


annual change 


Capability and Load, 1994 
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840 
3.1% 


855 
1.8% 


870 
1.8% 


Puissance et l'appel maximal, 1994 
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Forecast - Prévision 


; ; Annual Growth A Z 
Winter - Hiver Augmentation annuel ILE-DU-PRINCE-EDOUARD 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-95 
MW PUISSANCE MAXIMALE 
- - - Hydraulique ] 
65 65 65 Vapeur 2 
- - - Nucléaire 3 
10 10 10 Combustion interne 4 
42 42 66 Turbine a combustion 5) 
- - = Non spécifié 6 
117 Bey 141 0.3% 0.0% 1.9% Total 7 
Contrats de réceptions de puissance réguliére: 
_ - - Etats-Unis 8 
65 70 65 Provinces 9 
Contyats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
- - - Provinces 1] 
182 187 206 Total de puissance maximale net (7+8+9-10-11) 12 
= = = Pertes contractuelles — Etats-Unis 13 
2 2 2 — Provinces 14 
180 185 204 1.8% 2.9% 2.5% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
; — Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfgite 23 
Pertes — Etats-Unis 24 
— Provinces 25 
159 162 180 3.7% 1.8% 2.0% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.9% 1.9% 2.1% changement annuel 27, 
16 16 16 Puissance réductible 28 
37 39 40 RESERVE (15-26+28) 29 
20.6% Bee 19.6% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32) 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
- = = Réceptions — Etats-Unis 37 
484 907 586 — Provinces 38 
ee e. = Livraisons — Garantie - Etats-Unis 39 
is ie = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
890 905 1,000 3.9% Dee 2a ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 2.3% 1.7% 2.0% changement annuel 48 
-apability and Load, 1994 Puissance et l'appel maximal, 1994 
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NOVA SCOTIA 


Actual - Réel 


Winter - Hiver 


Forecast - Prévision 


1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
CAPABILITY MW 
1 Hydro 402 397 390 390 390 390 390 
2 Steam 1,447 1,618 1,708 1,593 1,614 1,614 1,614 
3 Nuclear - - - - — = = 
4 Internal Combustion = - - — = = = 
5 Combustion Turbine 205 220 222 222 222 222 DDD 
6 Paspeciied - ~ - 2 28 34 34 
7 Total 2,054 2,237, 2,320 2,207 2,254 2,260 2,260 
Contracts for receipts of firm power: 
8 United States = - = o = = = 
9 Provinces = = = = = = cs 
Contracts for deliveries of firm power: 
10 United Sates — - = = = = = 
11 Provinces - = = = = = 
12 Total net capability (7+8+9-10-11) 2,054 Bp DAT 2,320 PD NOV] 2,254 2,260 2,260 
13 Contractural losses © — United States = _ = os = = = 
14 — Provinces = = = x = = _ 
15 INDICATED CAPABILITY (12-13-14) 2,054 223i 2,320 2,207 2,254 2,260 2,260 
16 ACTUAL CAPABILITY 2,320 2,205 
PEAK LOAD 
17 Net power generation 1,822 1,922 iy el 
18 Receipts — United States - - ~ 
19 — Provinces = = = 
20 Deliveries — United States = a s 
21 — Provinces i = = 
22 Peak met ibe\(ojal 1,821 1 (922 fea 
23 Load not met = = = 25 
24 Losses — United States = = Ee 
DS — Provinces is = = 
26 INDICATED PEAK eat 24-25) 1,301 1,821 1,922 aL gets 1,880 1,895 1,920 
27 annual change 4.3% 5.5% -9.9% 8.6% 0.8% 1.3% 
28 Curtailable load 155 207 202 224 207 230 
29 RESERVE Vee 26+28) 753 571 605 678 598 592 570 
30 percent of indicated capability 36.7% 25.5% 26.1% 30.7% 26.5% 26.2% 25.2% 
1984 1992 1993 1994 1995 1996 1997 
ENERGY GW.h 
31 Hydro 1,039 904 884 1,020 
32 Steam 6,190 8,811 8,787 8,709 
33 Nuclear af Ges = = 
34 Internal combustion = 5 11 4 
35 Combustion turbine - 9 33 34 
36 Total 7,229 9,729 9,715 9,767 
37 Receipts — United States = = = = = ot es 
38 — Provinces 302 258 255 260 & = = 
39 Deliveries — Firm - United States e = ms = = = as 
40 — Firm - Provinces aa 4 = a as Ss = 
4] — Non-firm - United States = - - - 
42 — Non-firm - Provinces 271 63 41 46 
43 Total available (36+37+38-39-40-41-42) 7,260 9,920 9,929 9,981 
44 Non-firm deliveries within province - - - = 
45 Losses — United States = a oe ae 
46 — Provinces 29 ae ee vs 
47 FIRMENERGY (43-44-45-46) Peal 9,920 9,929 9,981 10,205 10,290 10,415 
48 annual change 4.0% 0.1% 0.5% 2.2% 0.8% ies) 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 
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Forecast - Prévision 


Winter - Hiver 


1998-99 1999-00 2004-05 


Annual Growth 


Augmentation annuel 


1994-95 1999-00 2004-05 
-95 


4-05 
MW 
390 390 390 
1,623 oes 1,740 
222 222 322 
43 45 45 
227s 2,280 2,497 6... 7% 7% 
RTS 2,280 2,497 
apes 2,280 2,497 Olimar aes 7% 
1,945 1,975 ea SREB 2.9% 7% 
L23% Lass 2.1% 
234 238 280 
S67 543 582 
24.9% 23.8% 23.3% 
1998 1999 2004 1994 1999 
1984. 1904 
GW.h 
Oyo 5 LOZ 0 12: 825 3.3% 4% 
1.3% 1.6% 2.0% 


vapability and Load, 1994 
tatistics Canada — Cat. No. 57-204 


2% 


APA 


4% 


NOUVELLE ECOSSE 


PUISSANCE MAXIMALE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 
Non spécifié 

Total 


Contyats de réceptions de puissance réguliére: 
Etats-Unis 
Provinces 


Contyats de livraisons de puissance réguliére: 
Etats-Unis 
Provinces 


Total de puissance maximale net (7+8+9-10-11) 


Pertes contractuelles _ Etats-Unis 
— Provinces 


PUISSANCE MAXIMALE INDIQUEE (12-13-14) 
PUISSANCE MAXIMALE REELLE 


L'APPEL MAXIMAL 
Production de puissance nette 


Réceptions — Etats-Unis 
— Provinces 

Livraisons — Etats-Unis 
— Provinces 


Appel maximal satisfait 

Puissance non satisfaite 

Pertes — Etats-Unis 
— Provinces 


APPEL MAXIMAL INDIQUE (22+23-24-25) 
changement annuel 


Puissance réductible 


RESERVE (15-26+28) 
pourcentage de puissance maximale indiquée 


ENERGIE 


Hydraulique 

Vapeur 

Nucléaire 
Combustion interne 
Turbine a combustion 


Total 
Réceptions — Etats-Unis 
— Provinces 
Livraisons — Garantie - Etats-Unis 


— Garantie - Provinces 
— Non garantie - Etats-Unis 
— Non garantie - Provinces 


Total disponible (36+37+38-39-40-4 1-42) 
Livraisons non garanties intérieures 


Pertes — Etats-Unis 
— Provinces 


ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 


changement annuel 


YAMA BWNO 


\O 06 


46 


47 
48 


Puissance et Tappel maximal, 1994 
Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
NEW BRUNSWICK Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


TT eer SSsSsSsFeFFFMsssesee 


CAPABILITY MW 
1 Hydro 925 934 934 934 934 934 934 
2 Steam 1,763 1,556 2,181 2,181 oso 2Re19 2,244 
3 Nuclear 635 640 635 635 635 635 635 
4 Internal Combustion 5 8 5 5 5 5 5 
5 Combustion Turbine 23 554 531 531 531 531 531 
6 Unspecified - 10 10 10 10 10 10 
7 Total 3,351 B02 4,296 4,296 4,296 4,334 4,359 
Contracts for receipts of firm power: 
8 United States al 2 = = = =e = 
9 Provinces = 100 - - - = = 
Contracts for deliveries of firm power: 
10 United Sates 435 183 aly! 84 84 84 84 
11 Provinces 20 445 445 445 455 460 460 
12 Total net capability (7+8+9-10-11) 2,897 3,176 3,718 3,767 B57 3,790 3,815 
13 Contractural losses — United States 6 20 5 1 a al a 
14 — Provinces +: 5 20 20 20 20 20 
15 INDICATED CAPABILITY (12-13-14) 2,891 381511 3,693 3,746 3,736 3,769 3,794 
16 ACTUAL CAPABILITY 3,352 3,661 
PEAK LOAD 
17 Net power generation 2,608 3,274 3,064 
18 Receipts — United States - - - 
19 — Provinces 380 - - 
20 Deliveries — United States 182 102 159 
21 — Provinces 95 333 49 
22 Peak met 1,812 Dy, afalat 2,839 2,856 
23 Load not met : - = = = 
24 Losses — United States 10 2 2 al ( 
25 — Provinces i 1 2 
26 INDICATED PEAK (22+23-24-25) 1,802 2,708 2,836 2,853 3,020 3,070 3,115 
27 annual change 5.2% 4.7% 0.6% 5.9% mrs 1.5% 
28 Curtailable load 49 92 65 92 92 92 
29 RESERVE (ee) 1,089 492 949 958 808 791 Te 
30 percent of indicated capability 37074 15.6% 25.7% 25.6% 21.6% 21.0% 20.3% 
1984 1992 1993 1994 1995 1996 1997 
et pre ar ac a te 
ENERGY GW.h 
31 Hydro 3,094 3,011 3,057 2,741 
32 Steam 4,047 8,142 6,751 7,881 
33 Nuclear ; 5,011 4,833 5,323 5,239 
34 Internal combustion = ms os = 
35 Combustion turbine = mK, 23 6 
36 Total 12,152 16,007 15,154 15,867 
37 Receipts — United States 20 117 123 142 - - - 
38 — Provinces 4,612 3,164 1,518 20220 = _ = 
39 Deliveries — Firm - United States Dis ia 247 1,518 814 555 555 555 
40 — Firm - Provinces 152 462 359 245 612 530 Bag * 
4] — Non-firm - United States 2,840 528 359 1,526 
42 — Non-firm - Provinces 704 3,232 668 1,439 
43 Total available (36+37+38-39-40-4 1-42) 10,271 13,919 13,891 14,205 
44 Non-firm deliveries within province - - - - 
45 Losses — United States 171 neat 24 44 
46 — Provinces By 24 62 88 
47 FIRMENERGY (43-44-45-46) 10,100 13,784 13,805 14,073 14,300 14,655 14,880 
48 annual change 4.0% 0.2% 1.9% 1.6% 2.5% 1.5% 


Capability and Load, 1994 Puissance et l'appel maximal, 1994 
Statistics Canada — Cat. No. 57-204 22 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel NOUVEAU BRUNSWICK 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-95 
a ee a 
MW PUISSANCE MAXIMALE 
934 934 934 Hydraulique 1 
2,244 2,244 2,143 Vapeur 2 
635 635 635 Nucléaire 3 
5 5 5 Combustion interne 4 
531 531 531 Turbine a combustion 5 
10 10 10 Non spécifié 6 
4,359 4,359 4,258 2.5% Oras) | = Onde Total 7 
Contrats de réceptions de puissance réguliére: 
- - = Etats-Unis 8 
- ~ - Provinces 9 
Contrats de livraisons de puissance réguliére: 
85 85 67 Etats-Unis 10 
365 370 265 Provinces 1] 
3,909 3,904 3,926 Total de puissance maximale net (7+8+9-10-11) 12 
1 1 a Pertes contractuelles — Etats-Unis 13 
15 15 10 — Provinces 14 
3,893 3,888 3,916 2.6% 0.7% 0.4% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite WS 
Pertes — Etats-Unis 24 
— Provinces 25 
3,180 3,235 3,505 4.7% 2.5% Dass APPEL MAXIMAL INDIQUE (224+23-24-25) 26 
2.18 1.7% 1.6% changement annuel 27 
92 92 92 Puissance réductible 28 
805 745 503 RESERVE (15-26+28) 29 
20.7% 19.2% 12.8% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
GW.h ENERGIE 
Hydraulique 3 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine 4 combustion 35 
Total 36 
2S = = Réceptions — Etats-Unis 37 
z i = — Provinces 38 
557 558 493 Livraisons — Garantie - Etats-Unis 39 
534 957 636 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
14,130 15,415 16,725 3.4% 1.8% al 78 ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| -5.0% 9.1% 1.6% changement annuel 48 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 


Statistics Canada — Cat. No. 57-204 23} Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
QUEBEC Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


CAPABILITY MW 
1 Hydro 21,357 28,157 28,955 30,233 31,004 chal Shaky) 31,350 
2 Steam 621 625 625 625 625 625 625 
3 Nuclear ' 653 675 675 675 675 675 675 
4 Internal Combustion 56 5S 56 54 54 55 56 
5 Combustion Turbine 438 657 886 878 878 878 878 
6 Unspecified - 24 67 113 236 330 370 
7 Total 23,125 30,193 31,264 32,578 33,472 33,880 33,954 
Contracts for receipts of firm power: 
8 United States - 475 75 75 54 27 27 
9 Provinces 5,206 5,500 5,464 5,000 5,000 5,000 5,000 
Contracts for deliveries of firm power: 
10 United Sates - 276 276 276 304 329 329 
11 Provinces 7 156 56 56 56 56 56 
12 Total net capability (7+8+9-10-11) 28,324 35,736 36,471 37, Saal 38,166 38,522 38,596 
13 Contractural losses | — United States ~ 15 15 18 20 21 21 
14 — Provinces ak 9 3 4 4 4 4 
15 INDICATED CAPABILITY (12-13-14) 28,324 35,712 36,453 37,299 38,142 38,497 38,571 
16 ACTUAL CAPABILITY 35,249 33,866 
PEAK LOAD 
17 Net power generation 25,747 25,747 29,048 
18 Receipts — United States 75 75 75 
19 es — Provinces 5,085 5,464 5,190 
20 Deliveries — United States 276 276 582 
2) — Provinces 154 56 91 
22 Peak met 22,142 30,477 30,954 33,640 
23 Load not met ; - - ~ 437 
24 Losses — United States 18 18 18 
25 — Provinces 144 10 4 4 
26 INDICATED PEAK (22+23-24-25) 21,998 30,449 30,932 33,755 34,215 34,815 36,115 
27 annual change 4.1% 1.6% 9.1% Holey 1.8% eae 
28 Curtailable load 1,410 1,670 1,910 2,380 2,510 2,580 
29 RESERVE sae deal 6,326 6,673 7,191 5,454 6,307 6,192 5,036 
30 percent of indicated capability 22.3% 18.7% 19.7% 14.6% 16.5% 16.1% 13.1% 
1984 1992 1993 1994 1995 1996 1997 
a ee mena ee bt ea ns pen rt eae 
ENERGY GW.h 
31 Hydro 118,502 141,983 150,048 157,176 
32 Steam -40 897 36 «46 
33 Nuclear P 3,422 4,600 4,807 5,406 
34 Internal combustion 192 252 250 269 
35 Combustion turbine -4 6 25 2 
36 Total 122/072) 47,738 s5;ai66 162-899 
37 Receipts — United States 8 1,388 684 1,304 500 300 200 
38 — Provinces 36,080 287382 30,192 28,897 31,000 31,000 31,000 
39 Deliveries — Firm - United States 3,082 7,012 8,092 10,136 8,400 8,600 9,300 
40 — Firm - Provinces 3,275 3,491 1,229 541 500 500 500 
4] — Non-firm - United States 8,169 1,844 4,916 7,201 
42 — Non-firm - Provinces 8,418 261 1,003 3,050 
43 Total available (36+37+38-39-40-41-42) 135,206) 165/250 170,902 isan 
44 Non-firm deliveries within province 7,883 440 100 800 
45 Losses — United States ae 500 500 460 
46 — Provinces 1,689 190 70 30 
47 FIRM ENERGY (43-44-45-46) U25,6448 164,120" 1708232 Ayo, sez 180,600 187,400 190,300 
48 annual change 3.4% 3.7% 0.4% 5.7% 3.8% 1.5% 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 


Statistics Canada — Cat. No. 57-204 24 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
‘ : Annual Growth z 
Winter - Hiver Augmentation annuel QUEBEC 


1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
~ 1984” 1994-95 1994-95 


PUISSANCE MAXIMALE 


31,350 31,367 34,029 Hydraulique ] 
| 625 625 625 Vapeur 2 
675 675 675 Nucléaire 3 
| 56 57 60 Combustion interne 4 
| 878 878 878 Turbine a combustion 5 
370 370 365 Non spécifié 6 
33,954 33,972 36,632 3.5% 0.8% 1.2% Total 7 
| Contrats de réceptions de puissance réguliére: 
Aq 27 27 Etats-Unis 8 
5,000 5,000 5,000 Provinces 9 
Contrats de livraisons de puissance réguliére: 
329 329 347 Etats-Unis 10 
56 45 45 Provinces 11 
38,596 38,625 41,267 Total de puissance maximale net (7+8+9-10-11) 12 
21 2a 23 Pertes contractuelles — Etats-Unis 13 
4 3 3 — Provinces 14 
38,571 38,601 41,241 2.8% 0.7% 1.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 5) 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait DD) 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces I) 
37,010 37,485 40,100 4.4% D sa 7s APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
PAG 1.3% 1.4% changement annuel oF, 
2,620 2,620 2,570 Puissance réductible 28 
4,181 3,736 7a RESERVE (15-26+28) 29 
10.8% 9.7% 9.0% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
| 1984 1994 1994 
 GW.h ENERGIE 
Hydraulique 31 
| Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine 4 combustion 35 
| Total 36 
| 200 200 200 Réceptions —Etats-Unis _ 37 
31,000 31,000 31,000 — Provinces 38 
10,600 10,500 2,300 Livraisons — Garantie - Etats-Unis 39 
| 500 500 200 — Garantie - Provinces 40 
| — Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
| 196,000 199,800 212,900 3.1% 3.2% 228 ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
| 3.0% 1.9% 1.3% changement annuel 48 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 


Statistics Canada — Cat. No. 57-204 DS Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
ONTARIO Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


CAPABILITY Mw 
1 Hydro 7,101 Ty233 7,240 7,245 7,255 Wg 2S 7,315 
2 Steam 9,338 11,262 11,258 9,700 9,700 9,700 9,700 
3 Nuclear ; 6,034 12,402 14,164 14,164 13,395 13,395 23895 
4 Internal Combustion 8 10 9 15 15 15 15 
5 Combustion Turbine 391 998 998 900 900 900 900 
6 Unspecified - - - 165 491 591 591 
7 Total 22,872 31,905 33,669 32,189 31,756 31,876 31,916 

Contracts for receipts of firm power: 
8 United States - - 30 30 30 30 30 
9 Provinces 62 330 55 55 55 55 55 

Contracts for deliveries of firm power: 
10 United Sates 452 - - = = - - 
11 Provinces - - ~ = - ~ _ 
12 Total net capability (7+8+9-10-11) 22,482 32,235 33,754 32,274 31,841 31,961 32,001 
13 Contractural losses — United States af = es = ms = as 
14 — Provinces = = = = = = My 
15 INDICATED CAPABILITY (12-13-14) 22,482 32,235 33,754 32,274 31,841 31,961 32,001 
16 ACTUAL CAPABILITY 30,320 DY, ANA) 

PEAK LOAD 
17 Net power generation 23,089 28,870 28,200 
18 Receipts — United States 64 70 490 
19 aS — Provinces 291 Sy 101 
20 Deliveries — United States 414 3,751 2,033 
21 — Provinces 3 - 40 
22 Peak met 2027 23,027 25,246 26,718 
23 Load not met ; - — - = 
24 Losses — United States ®: = 
DS — Provinces a. - ay. 
26 INDICATED PEAK (22+23-24-25) Zoya 23,027 25,246 26,718 27,205 27,870 28,365 
27 annual change 1.7% 9.6% 5.8 1.8% 2.4% 1.8% 
28 Curtailable load 453 373 561 600 663 668 679 
29 RESERVE oe Awe 2,808 9,581 9,069 6,156 5,299 4,759 4,315 
30 percent of indicated capability 12.5% 29.7% 26.9% 19.1% 16.6% 14.9% 13.5% 

1984 1992 1993 1994 1995 1996 1997 
ea ce cel a aenlrad Lalla eeceed ers 
ENERGY GW.h 

31 Hydro 40,777 40,146 40,693 39,077 
32 Steam 38,097 31,958 22,128) 20,559 
33 Nuclear ; 40,819 66,586 78,498 91,066 
34 Internal combustion 1 2 3 1 
35 Combustion turbine 840 1,703 2,072 1,726 
36 Total 120,534 140,395 143,389 152,429 
37 Receipts — United States 913 4,166 2,765 1,387 163 163 163 
38 — Provinces 8,291 2,390 1,579 ae42 500 500 500 
39 Deliveries — Firm - United States 4,069 264 244 256 - - - 
40 — Firm - Provinces = = 7 = es Bs a 
41 — Non-firm - United States BOL 5,039 6,913 13) dele 
42 — Non-firm - Provinces 66 333 Pal) 578 
43 Total available (36+37+38-39-40-41-42) dae,s028 dais 240,352 aaa j207 
44 Non-firm deliveries within province - - = = 
45 Losses — United States 
46 — Provinces a :e Py 2s 
47 FIRM ENERGY (43-44-45-46) ie,s02 141,3155 120P352 aan so07 144,880 149,110 153,155 
48 annual change 2.2% -0.7% 0.6% 2.6% 2.9% 2.7% 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 


Statistics Canada — Cat. No. 57-204 26 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel ONTARIO 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-95 
Ee Se, ee eb 
MW PUISSANCE MAXIMALE 
7,345 7,395 7,455 Hydraulique 1 
9,700 9,700 10,195 Vapeur 2 
13,395 12,626 12,626 Nucléaire 3 
15 15 15, Combustion interne 4 
900 900 900 Turbine 4 combustion 5) 
593 593 593 Non spécifié 6 
31,948 31,229 31,784 3.5% -0.6% -0.1% Total 7 
Contyats de réceptions de puissance réguliére: 
30 30 - Etats-Unis 8 
255 245 45 Provinces 9 
Contrats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
~ - - Provinces 1] 
32,233 31,504 31,829 Total de puissance maximale net (7+8+9-10-11) 12 
- - - Pertes contractuelles — Etats-Unis 13 
- _ - — Provinces 14 
32,233 31,504 31,829 3.7% -0.5% -0.1% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces Zi 
Appel maximal satisfait Dp) 
| Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
| — Provinces 25 
/ 28,790 29,165 30,755 2.9% 1.8% eae, APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.5% 1.3% 1.1% changement annuel 27 
682 682 682 Puissance réductible 28 
4,125 3,021 1,756 RESERVE (15-26+28) 29 
12.8% 9.6% 5.5% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
| 1984 1994 1994 
| GW.h ENERGIE 
| Hydraulique 31 
Vapeur 32 
| Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
163 163 = Réceptions — Etats-Unis 37 
734 1,902 200 — Provinces 38 
az 2 a Livraisons — Garantie - Etats-Unis 39 
= = = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
| Total disponible (36+37+38-39-40-4 1-42) 43 
| Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
| — Provinces 46 
| 156,135 159,990 169,450 1.8% 2.5% 1.8% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
1.9% 2.5% 1.2% changement annuel 48 


Capability and Load, 1994 
Statistics Canada — Cat. No. 57-204 


Puissance et l'appel maximal, 1994 


Statistique Canada — No. 57-204 au Cat. 


Actual - Réel 


Forecast - Prévision 


MANITOBA Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
CAPABILITY MW 
1 Hydro 3,620 4,676 4,943 4,918 4,982 4,982 4,982 
2 Steam 414 316 347 316 316 223 223 
3 Nuclear ; _ - - - - = = 
4 Internal Combustion 28 17 18 18 18 18 18 
5 Combustion Turbine 24 = = = - - - 
6 Unspecified - ~ ~ - - - - 
7 Total 4,086 5,009 5,308 5,252 5,316 5,223 5,223 
Contracts for receipts of firm power: 
8 United States 300 300 = = 300 500 500 
9 Provinces - - - - - - - 
Contracts for deliveries of firm power: 
10 United Sates 30 150 500 650 650 500 550 
11 Provinces 200 - - - - - 
12 Total net capability (7+8+9-10-11) 4,356 4,959 4,808 4,602 4,966 5,223 5,173 
13 Contractural losses © — United States 3 65 95 100 105 
14 — Provinces = = = = Z a 
15 INDICATED CAPABILITY (12-13-14) 4,353 4,959 4,808 4,537 4,871 523 5,068 
16 ACTUAL CAPABILITY 4,472 3,268 
PEAK LOAD 
17 Net power generation 4,413 4,636 4,569 
18 Receipts — United States - - - 
19 — Provinces 129 124 119 
20 Deliveries — United States 678 1,016 1,188 
22\ — Provinces 377 136 118 
22 Peak met Php Tapa 3,487 3,608 3,382 
23 Load not met - - 50 - 
24 Losses — United States 70 55 83 104 
25 — Provinces 31 all 10 
26 INDICATED PEAK (22+23-24-25) 2,801 3,401 3,564 3,268 3,535 3,625 3,725 
27 annual change 2.5% 4.8% -8.3% 8.2% 2.5% 2.8% 
28 Curtailable load 58 50 50 50 
29 RESERVE sa oliege 1,552 1,558 1,244 1227 1,386 1,548 1,393 
30 percent of indicated capability 35.7% 31.4% 25.9% 29.2% 28.5% 30.2% 27.5% 
1984 1992 1993 1994 1995 1996 1997 
ENERGY GW.h 
31 Hydro Zl ee 26,433 26,891 28,146 
32 Steam 201 315 241 260 
33 Nuclear s Ss =e ps 
34 Internal combustion 53 34 Dy 29 
35 Combustion turbine = = = = 
36 Total Pl AGT) 26,782 27,159 28,435 
37 Receipts — United States 43 as. 196 42 79 291 395 
38 — Provinces 1,300 ab palety 925 1,004 — - - 
39 Deliveries — Firm - United States 470 Tee 3,466 8,666 4,407 4,011 3,488 
40 — Firm - Provinces 17 1,619 188 1,914 - = - 
4] — Non-firm - United States 4,587 5,112 3,893 - 
42 — Non-firm - Provinces 2,362 1,697 Zs 0 - 
43 Total available (36+37+38-39-40-4 1-42) 15,384 18,362 18,603 18,901 
44 Non-firm deliveries within province 5 ~ - 16 
45 Losses — United States 682 572 611 808 
46 — Provinces oe 276 177 169 
47 FIRM ENERGY (43-44-45-46) 14,697 17,514 17,815 17,908 18,315 18,785 19,115 
48 annual change 2.2% 1.7% 0.5% 2.3% 2.6% 1.8% 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 
Statistics Canada — Cat. No. 57-204 28 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel MANITOBA 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
~ 1984 1994-95 1994-95 
ae A ee ce ne ea eo a 
MW PUISSANCE MAXIMALE 
4,982 4,982 4,982 Hydraulique ] 
223 223 223 Vapeur 2) 
- = ~ Nucléaire 3 
18 18 18 Combustion interne 4 
- - - Turbine a combustion 5 
- ~ ~ Non spécifié 6 
5,223 5,223 5,223 265%) == O.0% =0Ras Total 7 
Contyats de réceptions de puissance réguliére: 
500 500 500 Etats-Unis 8 
~ - = Provinces 9 
Contrats de livraisons de puissance réguliére: 
550 550 550 Etats-Unis 10 
200 200 ~ Provinces 1] 
4,973 4,973 5,173 Total de puissance maximale net (7+8+9-10-11) 12 
105 105 105 Pertes contractuelles — Etats-Unis 13 
20 20 ~ — Provinces 14 
4,848 4,848 5,068 0.4% eos It, gales PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 2 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces 25 
3,770 3,830 4,170 1.6% Sas 2.5% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.2% 1.6% 1.7% changement annuel 27 
50 50 50 Puissance réductible 28 
1,128 1,068 948 RESERVE (15-26+28) 29 
23.3% 22.0% 18.7% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
GW.h ENERGIE 
Hydraulique Bil 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
395 395 395 Réceptions — Etats-Unis 37 
a = a — Provinces 38 
z 2 = Livraisons — Garantie - Etats-Unis 39 
ah Tisal 4,805 3,508 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
19,695 19,970 Dt. TAO 2.0% 2eoe 2.0% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
3.0% 1.4% 1.7% changement annuel 48 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 
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Actual - Réel , Forecast - Prévision 
SASKATCHEWAN Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
$e 


CAPABILITY Mw 
1 Hydro 592 847 847 847 847 847 847 
2 Steam 1,719 1,790 1,852 1,852 1,852 1,852 1,852 
3 Nuclear - - - - - - = 
4 Internal Combustion 7 2 2 2 2 D 2 
5 Combustion Turbine 136 136 136 136 136 136 136 
6 Unspecified - - - ~ 3 3 3 
7 Total 2,454 2,775 2,837 2,837 2,840 2,840 2,840 
Contracts for receipts of firm power: 
8 United States = 100 100 100 100 100 100 
9 Provinces = 157 150 = = = = 


Contracts for deliveries of firm power: 


10 United Sates — - - - - - - 

11 Provinces 3 1 _ - = - - 

12 Total net capability (7+8+9-10-11) 2,451 3,031 3,087 2,937 2,940 2,940 2,940 

13 Contractural losses © — United States = - ~ - - - _ 

14 — Provinces ae ane ~ - - - - 

15 INDICATED CAPABILITY (12-13-14) 2,451 3,031 3,087 2,937 2,940 2,940 2,940 

16 ACTUAL CAPABILITY QT, 2,995 

PEAK LOAD 

17 Net power generation 2,411 2,293 2,460 

18 Receipts — United States 16 18 24 

19 — Provinces 28 171 41 

20 Deliveries — United States - - - 

DA — Provinces - = - 

22 Peak met Py, BLP 2,455 2,482 2,525 

23 Load not met 4 — - ~ 

24 Losses — United States = - ~ 

25 — Provinces - - - 

26 INDICATED PEAK (22+23-24-25) 2,176 2,455 2,482 2,525 2,575 2,610 2,630 

27 annual change 1.5% 1.1% 1.7% 2008 |. 1.4% 0.8% 

28 Curtailable load 156 168 137 137 137 

29 RESERVE erated 275 576 761 580 502 467 447 

30 percent of indicated capability 11.2% 19.0% 24.7% 19.7% 17.1% 15.9% 15.2% 
1984 1992 1993 1994 1995 1996 1997 

er en etn ner err na sree nee oth eer einer aebreiia 

ENERGY GW.h 

31 Hydro 1,705 3,059 4,051 3,392 

32 Steam 9,774 10,933 11,099 12,018 

33 Nuclear us s & sos 

34 Internal combustion 9 = 56 60 

35 Combustion turbine 37 144 6 67 

36 Total 11,525 14,136 a3, Daly) 15,537 

37 Receipts — United States 66 100 147 128 88 88 88 

38 — Provinces 1,440 1,603 1,411 1,566 - - - 

39 Deliveries —Firm - United States 59 - - - 88 88 88 

40 — Firm - Provinces 3 3 6 63 = = = 

4] —Non-firm - United States AY 138 229 10 

42 — Non-firm - Provinces 1,298 1,076 1,314 ey LO, 

43 Total available (36+37+38-39-40-4 1-42) 11,644 14,622 15,221 16,051 

44 Non-firm deliveries within province - - ~ - 

45 Losses — United States 

46 — Provinces es oF Ls He 

47 FIRMENERGY (43-44-45-46) 11,644 14,622 15,221 16,051 15,690 15,595 15,740 

48 annual change “ 2.9% 4.1% 5.5% -2.2% -0.6% 0.9% 

Capability and Load, 1994 Puissance et l'appel maximal, 1994 
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Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel SASKATCHEWAN 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
~ 1984 1994-95 1994-95 
eS ee ee Ne ea ee SL SS I se ee, ee ee ee 
MW PUISSANCE MAXIMALE 
847 847 847 Hydraulique 1 
1,852 1,852 1,852 Vapeur 2 
- - - Nucléaire 3 
2 2 2 Combustion interne 4 
136 136 136 Turbine a combustion 5) 
3 53 103 Non spécifié 6 
2,840 2,890 2,940 AL 8K 0.4% 0.4% Total li 
Contrats de réceptions de puissance réguliére: 
100 100 - Etats-Unis 8 
125 125 125 Provinces 9 
Contyats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
125 125 125 Provinces 1] 
2,940 2,990 2,940 Total de puissance maximale net (7+8+9-10-11) t2 
- ~ - Pertes contractuelles — Etats-Unis 13 
af 23 sh — Provinces 14 
2,940 2,990 2,940 1.8% 0.4% 0.0% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces Ui} 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces 25 
2,635 2,660 2,760 1.5% 1.0% 0.9% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
0.2% 0.9% 0.7% changement annuel 27 
137 122 114 Puissance réductible 28 
442 452 294 RESERVE (15-26+28) 29 
15.0% 15.1% 10.0% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
eae = a a eI Sea SESE a ee ES ee a Oe ne i ee ee ee 
GW.h ENERGIE 
Hydraulique ; 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine 4 combustion 35 
Total 36 
88 88 - Réceptions — Etats-Unis 37 
- = = — Provinces 38 
88 88 a Livraisons — Garantie - Etats-Unis 39 
as a = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
15,810 15,940 16,670 3.3% -0.1% 0.4% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
0.4% 0.8% 0.9% changement annuel 48 
Capability and Load, 1994 Puissance et l'appel maximal, 1994 
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Actual - Réel Forecast - Prévision 


ALBERTA Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
CAPABILITY MW . 
1 Hydro 801 817 819 819 819 819 919 
2 Steam 5,804 6,936 6,945 7,364 Trees 7,396 7,396 
3 Nuclear ~ - - - - - - 
4 Internal Combustion 23 37 46 16 16 16 16 
5 Combustion Turbine 546 428 465 497 477 477 477 
6 Unspecified - 2 “ib 42 42 112 162 
7 Total 7,174 8,220 8,286 8,738 8,718 8,820 8,970 
Contracts for receipts of firm power: 
8 United States - - = - = = = 
9 Provinces = - = = = — = 
Contracts for deliveries of firm power: 
10 United Sates - - =— = — = = 
11 Provinces - - = = = = = 
12 Total net capability (7+8+9-10-11) 7,174 8,220 8,286 8,738 8,718 8,820 8,970 
13 Contractural losses © — United States = = = = = = = 
14 — Provinces =: = = aa Ps = ES 
15 INDICATED CAPABILITY (12-13-14) 7,174 8,220 8,286 8,738 8,718 8,820 8,970 
16 ACTUAL CAPABILITY 8,286 
PEAK LOAD 
17 Net power generation 6,404 6,881 6,930 
18 Receipts — United States - - - 
19 — Provinces 361 35 35 
20 Deliveries — United States = = — 
21 — Provinces 7 42 = 
22 Peak met 5,079 6,758 6,874 6,965 
23 Load not met = = = — 
24 Losses — United States = = ~ 
25 — Provinces : - 
26 INDICATED PEAK (22+23-24-25) 5,079 6,758 6,874 6,965 7,155 7,345 7,455 
27 annual change 3.6% aes 1.3% 2.7% 2.7% 1.5% 
28 Curtailable load 567 600 535 745 760 765 
29 RESERVE (15-26+28) 2,095 2,029 2,012 2,308 2,308 2,235 2,280 
30 percent of indicated capability 29.2% 24.7% 24.3% 26.4% 26.5% 25.3% 25.4% 
1984 1992 1993 1994 1995 1996 1997 
ENERGY GW.h 
31 Hydro 1,427 1,563 1,808 1,810 
32 Steam 28,084 43,784 44,261 47,897 
33 Nuclear fs a 3 = 
34 Internal combustion 46 28 20 22 
35 Combustion turbine 1,496 2,250 21S 2,545 
36 Total 31,053 47,625 48,364 52,274 
37 Receipts — United States 2 2 2 3 - ~ _ 
38 — Provinces 300 233 683 484 = = = 
39 Deliveries — Firm - United States = = = = = = = 
40 — Firm - Provinces i 1 il 26 = = = 
41 — Non-firm - United States = - - - 
42 — Non-firm - Provinces 259 1,833 1,858 2,561 
43 Total available (36+37+38-39-40-41-42) 31,095 46,026 47,190 50,174 
44 Non-firm deliveries within province - 891 891 1,228 
45 Losses — United States = as Za = 
46 — Provinces ee an “fe 
47 FIRM ENERGY (43-44-45-46) 31,095 45,135 46,299 48,946 50,175 51,535 52,640 
48 annual change 4.8% 2.6% 5.7% 2.5% 2.7% 2.1% 


Capability and Load, 1994 


Statistics Canada — Cat. No. 57-204 


Puissance et l'appel maximal, 1994 
Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel ALBERTA 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-95 
ae a nl ge nt 
MW PUISSANCE MAXIMALE 
819 819 819 Hydraulique ] 
7,396 7,334 6,545 Vapeur 2 
= - - Nucléaire 3 
16 16 16 Combustion interne 4 
477 477 383 Turbine a combustion 5 
212 PED 2,412 Non spécifié 6 
8,920 8,858 10,175 2.0% 0.3% 1.5% Total a 
Contrats de réceptions de puissance réguliére: 
~ - - Etats-Unis 8 
- - - Provinces 9 
Contrats de livraisons de puissance réguliére: 
- - - Etats-Unis 10 
- - - Provinces 1] 
8,920 8,858 10,175 Total de puissance maximale net (7+8+9-10-11) 12 
- - - Pertes contractuelles — Etats-Unis 13 
- ~ - — Provinces 14 
8,920 8,858 10,175 2.0% 0.3% 1.5% PUISSANCE MAXIMALE INDIQUEE (12-13-14) iS 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces i 
Appel maximal satisfait a2 
Puissance non satisfaite D8, 
Pertes — Etats-Unis 24 
— Provinces 2S 
7,585 7,655 8,125 3.2% 1.9% 1.6% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
1.7% 0.9% 1.2% changement annuel 27 
740 710 620 Puissance réductible 28 
2,075 1,913 2,670 RESERVE (15-26+28) 29 
23.3% 21.6% 26.2% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 [994 
GW.h ENERGIE 
Hydraulique 31 
Vapeur 3) 
Nucléaire 3B 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
& = = Réceptions — Etats-Unis a7 
= = = — Provinces 38 
= = - Livraisons — Garantie - Etats-Unis 39 
= = est — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-41-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
53,645 54,485 58,160 4.6% 2.2% 1.7% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
1.9% 1.6% 1.3% changement annuel 48 
Capability and Load, 1994 Puissance et I'appel maximal, 1994 
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Actual - Réel Forecast - Prévision 
BRITISH COLUMBIA Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 
5 Eee 


CAPABILITY Mw 
1 Hydro 10,682 10,734 10,687 10,473 10,742 10,747 10,747 
2 Steam 1,235 558 550 759 762 762 762 
3 Nuclear - - - = = = a 
4 Internal Combustion 92 73 69 89 89 89 89 
5 Combustion Turbine 160 140 151 146 146 146 146 
6 Unspecified - - 167 - - - = 
7 Total 12,169 Nal SO. ala (Gar) 11,467 ane73'9 11,744 11,744 


Contracts for receipts of firm power: 


8 United States - - - - - - - 
9 Provinces ~ - - - - - - 
Contracts for deliveries of firm power: 
10 United Sates 6 402 402 402 202 203 203 
11 Provinces af al at al a 1 al 
12 Total net capability (7+8+9-10-11) 12,162 Ia 102 chat, oa 11,064 1a) 536 11,540 11,540 
13 Contractural losses © — United States 1 28 28 28 14 14 14 
14 — Provinces be es hes te Re * we 
15 INDICATED CAPABILITY (12-13-14) 12,161 11,074 11,193 11,036 11,522 11,526 11,526 
16 ACTUAL CAPABILITY Ay LOS, 11,036 
PEAK LOAD 
17 Net power generation 10,328 10,207 10,418 
18 Receipts — United States 64 103 58 
19 — Provinces - 35 35 
20 Deliveries | — United States 279 295 229 
23) — Provinces 27) 38 36 
22 Peak met 8,354 10,086 10,012 10,246 
23 Load not met - - - _ 
24 Losses — United States 53 20 2 16 ( 
25 — Provinces 2 3 3 
26 INDICATED PEAK toa 24-25) 8,301 10,064 9,988 HOR 2217 10,950 11,175 11,435 
27 annual change 2.4% -0.8% 2.4% 7.1% 2.1% 2.3% 
28 Curtailable load 
29 RESERVE (15-26+28) 3,860 1,010 1,205 809 572 351 91 
30 percent of indicated capability B27e 9.1% 10.8% 7.3% 5.0% 3.0% 0.8% 
1984 1992 1993 1994 1995 1996 1997 
i re pee ein 
ENERGY GW.h 

31 Hydro 50,244 60,664 53,174 54,440 
32 Steam 1,930 4,079 6,224 6,539 
33 Nuclear = = - 4 
34 Internal combustion 204 80 69 62 
35 Combustion turbine -18 18 193 825 
36 Total 52,360 64,841 59,660 61,866 
37 Receipts — United States 1,294 692 3,633 5,274 409 - = 
38 — Provinces 260 1,812 1,842 2,279 sk ai al 
39 Deliveries — Firm - United States 356 2,506 1,889 DOT ay WEE 365 365 
40 — Firm - Provinces 6 4 al. 1 2 2 2 
41 — Non-firm - United States 7,659 6,700 3,362 as 
42 — Non-firm - Provinces 291 101 251 23 
43 Total available (36+37+38-39-40-41-42) 45,602 58,034 59,612 60,395 
44 Non-firm deliveries within province - - 225 180 
45 Losses — United States 375 435 148 238 
46 — Provinces a 13 a7 15 
47 FIRMENERGY (43-44-45-46) 45,227 57,586 59,222 59,962 64,220 66,170 68,205 
48 annual change 3.1% 2.8% 1.2% 7.1% 3.0% 3.1% 


Capability and Load, 1994 Puissance et l'appel maximal, 1994 
Statistics Canada — Cat. No. 57-204 34 Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 


Annual Growth 


Winter - Hiver Augmentation annuel COLOMBIE BRITANNIQUE 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
~ 1984 1994-05 1994-95 
| 
MW PUISSANCE MAXIMALE 
10,747 aly OW, 12,137 Hydraulique 1 
762 762 762 Vapeur 2 
- ~ - Nucléaire 3 
89 89 89 Combustion interne 4 
146 146 146 Turbine a combustion 5 
250 250 290 Non spécifié 6 
11,994 12,444 13,424 -0.6% 1.6% 1.6% Total | 
Contryats de réceptions de puissance réguliére: 
120 740 1,350 Etats-Unis 8 
- - - Provinces 9 
Contrats de livraisons de puissance réguliére: 
203 203 205 Etats-Unis 10 
1 1 1 Provinces 1] 
11,910 12,980 14,568 Total de puissance maximale net (7+8+9-10-11) 12 
14 14 14 Pertes contractuelles — Etats-Unis 13 
ae os a — Provinces 14 
11,896 12,966 14,554 -1.0% 3.3% 2.8% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 
L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis ; 20 
— Provinces 21 
Appel maximal satisfait Ze 
Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
| — Provinces D5, 
| £27785 12,140 73,295 2.4%) we.S% 250% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
3.1% 3.0% 1.8% changement annuel OF 
Puissance réductible 28 
111 826 1,259 RESERVE (15-26+28) 29 
0.9% 6.4% 8.7% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
J $$ EE 
| GW.h ENERGIE 
Hydraulique 3] 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
= = = Réceptions — Etats-Unis a) 
il 1 1 — Provinces 38 
366 367 346 Livraisons — Garantie - Etats-Unis 39 
2 2 2 — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
70,405 72,745 79,310 2.9% 3.9% 2.8% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 


3.2% 3.3% 1.7% changement annuel 48 
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Actual - Réel 


Forecast - Prévision 


YUKON Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 -1996-97 1997-98 
CAPABILITY MW 
1 Hydro 78 55 78 76 76 76 76 
2 Steam - - - - - - _ 
3 Nuclear - - - - — - - 
4 Internal Combustion 40 54 57 59 59 59 59 
5 Combustion Turbine 3 - Es = = ae a 
6 Unspecified _ = = = = = = 
7 Total al 109 135 135 135 135 135 
Contracts for receipts of firm power: 
8 United States - - - - = - = 
9 Provinces = = = = = a ae 
Contracts for deliveries of firm power: 
10 United Sates - - - = = = - 
tal Provinces - - - - = = 
12 Total net capability (7+8+9-10-11) 121 109 135 135 135 135 135 
13 Contractural losses — United States - - - = = “= = 
14 — Provinces = = = = a = a 
15 INDICATED CAPABILITY (12-13-14) 121 109 135 135 135 135 135 
16 ACTUAL CAPABILITY ial 135 
PEAK LOAD 
17 Net power generation 78 57 62 
18 Receipts — United States ~ - = 
19 — Provinces - - - 
20 Deliveries — United States - = = 
21 — Provinces - ~ sss 
22 Peak met 53 78 57 62 
23 Load not met Af = = es 
24 Losses — United States = — = 
25 — Provinces - = = 
26 INDICATED PEAK (22+23-24-25) 53 78 57 62 84 86 87 
27 annual change 4.9% 26.9% 8.8% 35.5% 2.4% fee 
28 Curtailable load 2 2 2 
29 RESERVE see) 68 31 78 73 53 51 50 
30 percent of indicated capability 56.2% 28.4% 57.8% 54.1% 39.3% 37.8% 37.0% 
1984 1992 1993 1994 1995 1996 1997 


_——————r—————————————————————————————————————— EEG 


ENERGY 


Hydro 

Steam 

Nuclear 

Internal combustion 
Combustion turbine 
Total 


Receipts — United States 


— Provinces 
— Firm - United States 
— Firm - Provinces 
— Non-firm - United States 
— Non-firm - Provinces 
Total available (36+37+38-39-40-4 1-42) 
Non-firm deliveries within province 
Losses — United States 

— Provinces 


FIRM ENERGY (43-44-45-46) 
annual change 


Deliveries 


Capability and Load, 1994 
Statistics Canada — Cat. No. 57-204 


GW.h 


395 
31.7% 


495 
25.3% 


510 
3.0% 


Puissance et l'appel maximal, 1994 
Statistique Canada — No. 57-204 au Cat. 


Forecast - Prévision 
Annual Growth 


Winter - Hiver Augmentation annuel YUKON 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-9 


MW PUISSANCE MAXIMALE 

76 76 83 Hydraulique 1 
= - - Vapeur 2 
- - - Nucléaire 3 
59 59 57 Combustion interne 4 
~ - ~ Turbine a combustion 5 
- — - Non spécifié 6 
135 135 140 seals 0.0% 0.4% Total 7 

Contrats de réceptions de puissance réguliére: 
~ - - Etats-Unis 8 
- - - Provinces 9 

Contyats de livraisons de puissance réguliére: 
- ~ - Etats-Unis 10 
- - ~ Provinces 1] 
135 135 140 Total de puissance maximale net (7+8+9-10-11) 12 
- - - Pertes contractuelles — Etats-Unis 13 
~ ~ - — Provinces 14 
135 135 140 shea 0.0% 0.4% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 
Production de puissance nette 17 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 21 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
| Pertes — Etats-Unis 24 
) — Provinces 25 
89 91 95 1.6% 8.0% 4.4% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
2.3% DE 0.9% changement annuel Di, 
2 2 2 Puissance réductible 28 
48 46 47 RESERVE (15-26+28) 29 
35.6% 34.1% 33.6% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
GW.h ENERGIE 

Hydraulique vi 31 
Vapeur 32 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
= = = Réceptions — Etats-Unis 7 
= = a — Provinces 38 
= 2 = Livraisons — Garantie - Etats-Unis 39 
- = = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 41 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
510 510 520 16%) eee 5.7% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
0.0f 0.0% we nO. AE changement annuel 48 


‘Capability and Load, 1994 Puissance et l'appel maximal, 1994 
Statistics Canada — Cat. No. 57-204 Si Statistique Canada — No. 57-204 au Cat. 


Actual - Réel Forecast - Prévision 
NORTHWEST TERRITORIES Winter - Hiver 
1984 1992-93 1993-94 1994-95 1995-96 1996-97 1997-98 


CAPABILITY MW 
1 Hydro 46 44 48 48 52 56 56 
2 Steam = = = = = = ee 
3 Nuclear - - — = = = = 
4 Internal Combustion 118 113 170 179 182 185 188 
5 Combustion Turbine = 23 26 24 24 24 24 
6 Unspecified ~ - - = - = = 
7 Total 164 180 244 251 258 265 268 


Contracts for receipts of firm power: 
8 United States - = = a a = a 
9 Provinces - _ = = = ie: = 


Contracts for deliveries of firm power: 
10 United Sates ~ - = = = ae ar 


1] Provinces - - - = - - - 

12 Total net capability (7+8+9-10-11) 164 180 244 251 258 265 268 

13 Contractural losses — United States = - = = = = = 

14 — Provinces - = = a a 2 = 

15 INDICATED CAPABILITY (12-13-14) 164 180 244 251 258 265 268 

16 ACTUAL CAPABILITY 244 250 

PEAK LOAD 

17 Net power generation 102 89 95 

18 Receipts — United States - - - 

19 — Provinces - = = 

20 Deliveries — United States - — = 

P| — Provinces = = a 

22 Peak met 90 102 89 95 

23 Load not met at a = xe 

24 Losses — United States : — = = 

25 — Provinces = = Es 

26 INDICATED PEAK rkies 24-25) 90 102 89 95 100 102 104 

27 annual change 1.6% iy 6.7% 5.3% 2.0% 2.0% 

28 Curtailable load 

29 RESERVE ee 26+28) 74 78 155 156 158 163 164 

30 percent of indicated capability 45.1% 43.3% 63.5% 62.2% 61.2% 61.5% 61.2% 
1984 1992 1993 1994 1995 1996 1997 

ENERGY GW.h 

31 Hydro 318 260 260 188 

32 Steam = = = me 

33 Nuclear = ES = zs 

34 Internal combustion 174 227 233 297 

35 Combustion turbine = 96 96 93 

36 Total 492 583 589 578 

37 Receipts — United States - = = a = m= a 

38 — Provinces = = = = es =. as 

39 Deliveries — Firm - United States = = = ee = = = 

40 — Firm - Provinces & = = = = @ as 

4] — Non-firm - United States - - - - 

42 — Non-firm - Provinces - - - - 

43 Total available (36+37+38-39-40-4 1-42) 492 583 589 578 

44 Non-firm deliveries within province - - = 4 

45 Losses — United States = = 2. oa 

46 — Provinces = = = 22, 

47 FIRM ENERGY (43-44-45-46) 492 583 589 578 590 600 610 


48 annual change 
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Forecast - Prévision 
i : Annual Growth 
Winter - Hiver Augmentation annuel TERRITOIRES DU NORD-OUEST 
1998-99 1999-00 2004-05 1994-95 1999-00 2004-05 
1984 1994-95 1994-9 


MW PUISSANCE MAXIMALE 

56 56 56 Hydraulique 1 
x = =a Vapeur 2 
e S, = Nucléaire 3 
191 194 208 Combustion interne 4 
24 24 24 Turbine a combustion 5 
- - - Non spécifié 6 
271 274 288 4.3% 1.8% 1.4% Total 7 

Contrats de réceptions de puissance réguliére: 
= ~ - Etats-Unis 8 
= = - Provinces 9 

Contrats de livraisons de puissance réguliére: 
~ - = Etats-Unis 10 
- _ - Provinces 1] 
202 274 288 Total de puissance maximale net (7+8+9-10-11) 12 
= a ce Pertes contractuelles — Etats-Unis 13 
- - - — Provinces 14 
271 274 288 4.3% 1.8% 1.4% PUISSANCE MAXIMALE INDIQUEE (12-13-14) 15 
PUISSANCE MAXIMALE REELLE 16 

L'APPEL MAXIMAL 
Production de puissance nette UY 
Réceptions — Etats-Unis 18 
— Provinces 19 
Livraisons — Etats-Unis 20 
— Provinces 2 
Appel maximal satisfait 22 
Puissance non satisfaite 23 
Pertes — Etats-Unis 24 
— Provinces Ds 
104 103 101 0.5% GS 0.6% APPEL MAXIMAL INDIQUE (22+23-24-25) 26 
0.0% meiaoe -0.4% changement annuel 27 
Puissance réductible 28 
167 171 187 RESERVE (15-26+28) 29 
61.6% 62.4% 64.9% pourcentage de puissance maximale indiquée 30 
1998 1999 2004 1994 1999 2004 
1984 1994 1994 
GW.h ENERGIE 

Hydraulique 3] 
Vapeur a2 
Nucléaire 33 
Combustion interne 34 
Turbine a combustion 35 
Total 36 
= = = Réceptions — Etats-Unis Sy] 
a ee = — Provinces 38 
_ fe Livraisons — Garantie - Etats-Unis 39 
= ee = — Garantie - Provinces 40 
— Non garantie - Etats-Unis 4] 
— Non garantie - Provinces 42 
Total disponible (36+37+38-39-40-4 1-42) 43 
Livraisons non garanties intérieures 44 
Pertes — Etats-Unis 45 
— Provinces 46 
610 590 585 1.6% 0.4% 0.1% ENERGIE GARANTIE DISPONIBLE (43-44-45-46) 47 
0.0% Sak -0.2% changement annuel 48 
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APPENDIX /APPENDICE A 


Changes in Capabilty 
Changements de la puissance 


Newfoundland - Terre-Neuve 


1994-1995 


2000-2001 


2001-2002 


2003-2004 


2004-2005 


Newfoundland Power 

Newfoundland & Labrador Hydro 
Newfoundland & Labrador Hydro 
Newfoundland & Labrador Hydro 


Newfoundland & Labrador Hydro 


Prince Edward Island - Ile-Du-Prince-Edouard 


2002-2003 


Maritime Electric 


Nova Scotia - Nouvelle-Ecosse 


1994-1995 


1995-1996 


2004-2005 


Nova Scotia Power 


Nova Scotia Power 


New Brunswick - Nouveau-Brunswick 


1996-1997 


2003-2004 


Quebéc 
1994-1995 


1995-1996 
1996-1997 


2001-2002 


Fraser Inc. 


NB Power 


Hydro-Quebéc 


Hydro-Quebéc 
Hydro-Quebéc 


Hydro-Quebéc 


Name 


St. John's 
Granite Canal 
Island Pond 
Round Pond 


Hardwoods 


Charlottetown 


Glace Bay 
Brooklyn 


Glace Bay 


Edmundston 


Grand Lake 
Courtenay Bay 


La Grande-1 
Laforge-1 


La Grande-1 
Laforge-2 


Saint - Maurice 
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Type 


CT/TC 


Details 


closed \ fermée 


2 units \ unites 


2 units \ unites 


1 unit \ unite 


1 unit \ unite 


1 unit \ unite 


6 units \ unites 


1 unit \ unite 


6 units \ unites 


1 unit \ unite 


1 unit \ unite 
1 unit \ unite 


6 units \ unites 
4 units \ unites 


6 units \ unites 


2 units \ unites 


2 units \ unites 


24 


-117 


Puissance et l'appel maximal, 1994 


Statistique Canada - No. 57-204 au Cat. 


APPENDIX/APPENDICE A 


Changes in Capabilty - concluded 
Changements de la puissance - fin 


Ontario 


1994-1995 


1995-1996 
2003-2004 
Manitoba 

1994-1995 
1996-1997 


Alberta 
1994-1995 


1995-1996 
1996-1997 
1999-2000 


2000-2001 


1994-1995 


1995-1996 


1999-2000 


2000-2001 


2003-2004 


Capability and load, 1994 


Type Details Total 
Ontario Hydro Lennox S/V 2 units \ unites -1110 
3 Lambton S/V 1 unit \ unite -495 
Ontario Hydro Bruce ' A' N 1 unit \ unite -769 
Ontario Hydro Bruce ' A’ N 1 unit \ unite -769 
Manitoba Hydro Brandon S/V 1 unit \ unite -31 
Brandon S/V closed \ fermée -93 
Edmonton Power Genesee S/V 1 unit \ unite 406 
Alberta Power Sturgeon CT/TC 2units \ unites -20 
Medicine Hat, City of Medicine Hat S/V 1 unit \ unite 30 
Alberta Power Battle River S/V 2 units \ unites -62 
Edmonton Power Rossdale S/V 3 units \ unites -216 
TransAlta Utilities Wabamum S/V 4 units \ unites -577 

British Columbia - Columbie-Britannique 

BC Hydro Kootenay Canal H 1 unit \ unite -133 
BC Hydro Kootenay Canal H 1 unit \ unite 133 
BC Hydro Revelstoke H 1 unit \ unite 450 
BC Hydro Seven Mile H 4 units \ unites 90 
Mica H 1 unit \ unite 400 
BC Hydro Revelstoke H 1 unit \ unite 450 
Puissance et l'appel maximal, 1994 
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APPENDIX / APPENDICE B 


Canadian Electricity Association - Electric Power Statistics Committee 


Association canadienne de I'électricité - Comité des statistiques de I'électricité 


Chairman - Président 

G. Rheault, Manitoba Hydro 

Committee Members - Membres du comité : 

rH: Belliveau , N.B. Power Comm. 

K. Boone, Newfoundland and Labrador Hydro 

D. Conrad, N.S. Power 

P. Gelineau, Canadian Electricity Association - Association canadienne de I'électricité 
D. Gray, NWT Power Corp. 

P-C. Lee, Natural Resources Canada - Ressources Naturelles Canada 
D. Madsen, Statistics Canada - Statistique Canada 

P. Morin, Hydro-Québec 

sli Murray, The Yukon Electrical Co. Ltd. 


Pe Ng, B.C. Hydro and Power Auth. 


C. Stevens, Ontario Hydro 
W. Thiele (vice chairman-vice président) Saskatchewan Power Corp. 
D. Walker, National Energy Board-Office National de L'énergie 
R. | Younker, Maritime Electric Co. Ltd. 
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The 1994 Statistics Canada 
Catalogue is your guide to 
the most complete collection of 
facts and figures on Canada’s 
changing business, social and 
economic environment. No 
matter what you need to know, 
the Catalogue will point you 
in the right direction. 


From the most popular topics 
of the day — like employment, 
income, trade, and education 
~to specific research studies - 
like mineral products shipped 
from Canadian ports 

and criminal victimization in 
urban areas - you'll find it all 
here. 


... the 1994 Statistics 
Canada Cataloguewill 
help you get your 
bearings... 


The Catalogue puts all this 
information at your fingertips. 
With the expanded index, you 
can search by subject, author 
or title — even periodical 
articles are indexed. There's 
also a separate index for all 
our electronic products. 


The Catalogue has 
everything you need to access 
all Statistics Canada’s 
products: 


’ descriptions of over 25 new 
titles, plus succinct 
abstracts of the over 650 
titles and 7 map series 
already produced; 


a complete guide to 
finding and using 
statistics; 


electronic products in a 
variety of media, and 


advice on getting expert 
assistance on electronic 
products and on-line 
searches; 


© tabs to each section -- so 
you can immediately flip 
to the information you 
need. 


... time and time again 


To make sure that the 
Catalogue stands up to 
frequent use, we used a 
specially coated cover to 
prevent broken spines, 
tattered edges and dog- 
eared comers. 


Order today - you'll be lost 
without it. 


1994 Statistics Canada 
Catalogue 


Only $15 in Canada (US$18 in 
the U.S. and US$21 in other 
countries). Quote Cat. no. 
11-2040XPE. 


Write to: 


Statistics Canada 
Marketing Division 

Sales and Service 

120 Parkdale Avenue 
Ottawa, Ontario KIA 0T6 


Fax: 
(613) 951-1584 


Call toll-free: 
1-800-267-6677 


Or contact the nearest 
Statistics Canada Reference 
Centre listed in this 
publication. 


Le Catalogue de Statistique 
Canada 1994 est votre guide pour 
la collection la plus complete de 
faits et de chiffres dans les 
domaines, en constante évolution, 
du commerce, de la société et de 
l'économie du Canada. Peu 
importe ce que vous voulez savoir, 
le Catalogue vous mettra sur la 
bonne piste. 


Des sujets actuels les plus 
populaires - comme l'emploi, le 
revenu, le commerce et l'éducation 
- a des études de recherche 
spécialisées - comme les produits 
minéraux expédiés des ports 
canadiens et la victimisation dans 
les régions urbaines -vous 
trouverez tout dans ce document. 


Le Catalogue de Statistique 
Canada 1994vous aidera a 
vous orienter... 


Le Cataloguevous met tous ces 
renseignements sous la main. 
Lindex augmenteé vous permet de 
chercher par sujet, auteur ou titre - 
les articles de périodiques sont 
méme indexés. On a aussi ajouté 
un index séparé pour tous nos 
produits électroniques. 


Le Catalogue a tout ce qu'il vous 
faut pour vous procurer les 
produits de Statistique Canada: 


descriptions de plus de 25 
nouveaux titres et courts 
resumes des 650 titres et plus 
et des 7 series de cartes déja 
disponibles; 

guide complet pour obtenir et 
utiliser les données 
statistiques; 

produits électroniques sur 
supports divers et 


conseils sur l'obtention d'aide 
d'experts pour les produits 
électroniques et les recherches 
en direct; 

© systeme donglets pour 
chaque section - pour que vous 
puissiez immédiatement 
repérer les renseignements 
qui vous intéressent. 


...maintes et maintes fois 


Pour garantir que le Catalogue 
puisse résister a une utilisation 
fréquente, nous avons utilisé une 
couverture avec un revetement 
spécial concue pour éviter les dos 
cassés, les bords abimés et les 
coins de page pliés. 


Commandez aujourd ‘hui - vous 
ne pourrez plus vous en passer. 


Catalogue de Statistique 
Canada 1994 


Seulement 15 $ au Canada 
(18 $ US aux Etats-Unis et 

21 $ US dans les autres pays). 
Indiquez le n° au catalogue : 
11-2040XPF. 

Ecrivez a: 

Statistique Canada 

Division du marketing 

Vente et service 


120, avenue Parkdale 
Ottawa (Ontario) KIA 0T6 


Télécopieur ;: (613) 951-1584 
Appels sans frais : 
1-800-267-6677 


Ou contactez le Centre de 
consultation de Statistique Canada 
le plus proche (voir la liste figurant 
dans la présente publication). 


GANADA 


ee 
PORTRAIT 


A CELEBRATION 
OF OUR GREAT NATION 


Canada challenges the imagination. Imagine a country 
where Newfoundlanders live closer to Africans than 
they do to fellow Canadians in British Columbia. Or a 
country with an island that has a glacier bigger than 
Ireland. Imagine a country with two million lakes, and 
the world’s longest coastline — but that shares a border 
with only one nation. 


Statistics Canada has created the 54th edition of 
Canada: A Portrait as a celebration of our great 
nation. Drawn from Statistics Canada’s 
rich palette of national data, it paints 
a picture of where we are socially, 
economically, culturally and 
politically. 


Over 60 unique and beautiful 
photographs combined with lively 
text, provide a close-up look at the 
Canada of today. 


Experience this land’s remarkable 
natural regions and diverse human 
landscape through six chapters 
entitled: This Land, 

The People, The Society, 
Arts and Leisure, 

The Economy, and 
Canada in the World. 


Eminent Canadians such as astronaut Roberta Bondar 
former hockey star Jean Béliveau, and writer 

W.O. Mitchell have contributed their personal 

visions of Canada. 


/ 


Canada: A Portrait is o beautiful illustration of the 
Canada of today. 


Presented in a 30 cm X 23 cm (12 1/4” X 9”) format, 
prestige hardcover, with over 200 pages, Canada: 
A Portrait (Catalogue No. 11-403E) is available 
in Canada for $38.00 plus GST, US $41.95 in the 
United States, and US $48.95 in other countries. 


To order write Statistics Canada, Publications 
Sales, Ottawa, Ontario, K1A OT6 or contact the 
nearest Statistics Canada Regional Reference Centre 
listed in this publication. a aie ordering call toll- 
free 1-800-267-6677 and use your VISA and 
MasterCard or fax your order to (613) 951-1584. 


UN Hortralt 
DU 
GANADA 


POUR CELEBRER LA 
GRANDEUR DE NOTRE PAYS 


Le Canada est un pays qui défie I’imagination. 

Imaginez un pays ou les Terre-Neuviens vivent plus prés 

des Africains que de leurs compatriotes de la Colombie- 

Britannique. Un pays ou se trouve une ile sur laquelle 

s‘étend un glacier plus grand que I’Irlande. Imaginez un 

pays qui compte 2 millions ee et le plus long littoral 
u monde, et pourtant un seul voisin. 


Statistique Canada a créé la 54° édition d’Un 
portrait du Canada pour célébrer la grandeur de 
notre pays. C’est 4 partir du riche éven- 
tail de données nationales de Statistique 
Canada que l'on a brossé ce 
tableau de notre situation sociale, 
économique, culturelle et politique. 


Plus de 60 magnifiques photos, 
mariées 4 un texte vivant, offrent 
une vision claire et détaillée de ce 
qu’est le Canada d’aujourd’hui. 


Découvrez les splendides régions 
naturelles de ce pays, de méme que 
} son paysage humain des plus diversitiés, 
G travers six chapitres intitulés : 

Le territoire, La population, 

La société, Les arts et les loisirs, 
Le Canada dans le monde. 


L’économie et 
D’éminents Canadiens, tels Roberta Bondar, astronaute, 
Jean Béliveau, ancienne vedette de hockey, et 


W.O. Mitchell, écrivain, y font part de leur vision 
personnelle du Canada. 


Un portrait du Canada... un magnifique ouvrage 
de collection qui décrit admirablement bien le Canada 
d’aujourd’hui. 

Présenté dans un format de 30 cm sur 23 cm 

(12,25 po X9 po}, dans une couverture rigide de luxe 

et en plus de 200 pages, Un portrait du Canada 
(N° 11-403F au catalogue) cotte 38 $ plus TPS au 
Canada, 41,95 $ US aux Etats-Unis et 48.95 $ US 
dans les autres pays. 


Pour commander, écrivez 4 Statistique Canada, Vente 
des publications, Ottawa (Ontario), K1A OT6 ou 
communiquez avec le Cenire régional de consultation de 
Statistique Canada le plus proche. La liste figure dans la 
publication. Pour commander plus rapidement, composez 
sans frais le 1-800-267-6677 et utilisez votre carte VISA 
ou MasterCard ou télécopiez votre commande au 


(613) 951-1584. 
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